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XCEPT for the correction of obvious errors, the bibliographic information is as given 

in the review or reviews. It is, therefore, in many cases incomplete and in some 
probably inaccurate. Each quotation immediately follows the name of the journal from 
which it is taken. Where no plus or minus trend is indicated, none is apparent in the 
review. The wealth of material available has made it necessary to omit reviews of books 
known to have been published in 1934, or earlier, and to use judgment in the listing of 
reviews of annuals and new editions of well-known books. For the same reason, cross 
references have been omitted both in the text and in the index. The index is made 
according to the broadest of subject headings and the headings will be revised as the 


requirements of future material dictates. 


The Editor. 





1. Adams, Ansel. 
graph. 96 p., 40 illus. $3.50. 

Military engineer, July-Aug., 1935, p. 325, 1/2 col. 
“Tells how to make a photograph which ‘looks like 
something’. Starting with the equipment needed, he 
takes the reader through a bit of theory, gives a 
word on aesthetic considerations, carefully follows out 
each step from selection of subject to finished print, 
and closes with a discussion of types.” + : ; 

2. Allen, Arthur A. American bird bi- 
ographies. Ithaca, N. Y., Comstock Pub. 
Co. 238 p., 10 color pl., 10 wash-drawings, 
190 photo. $3.50. 

The Canadian field-naturalist, Sept., 1935, p. 109. 
3/4 col. “Anything on birds from the pen of Dr. 
Allen is worthwhile and this volume demonstrates the 
rule. . . It consists of a number of life histories 
of familiar and interesting birds ,that _ previously 
been run serially in Bird-Lore. . Allen is an 
expert with the camera and the aman half-tone 
reproductions of his photographic work give many 
charming and intimate views of the birds at home in 
nature.” P, A. T. + . 

3. Allen, G. C. British industries and 
their organization, 2nd ed. New York, 
Longmans. 338 p 

Nature, Aug. 31, P0935, p. 322, 1/4 col. ‘Prof. 
Allen: extends his stocktaking of the major industries 
of Great Britain and their organization to cover the 
years of ‘the depression up to 1933.” + 


Making a_ photo- 


4. American association of petroleum ge- 


ologists. Problems of petroleum geology. 
London, Thomas Murby. 1073 p., illus. 
25s. 6d. 

Mining magazine, Aug., 1935, p. 94, 2 col. “Its 
value, indeed, is not to be over-estimated, for within 
its compass is contained the considered opinion of 
many American petroleum geologists on the problems 
that have arisen in the development of their fields.” 
S. E. Coomber. + : ’ 

5. American blower corporation. Air 
conditioning and engineering. 332 p., il- 
lus., numerous working curves. $5.00. 


Combustion, Aug., 1935, p. 30, 1/3 col. “The ma- 
terial has been selected and arranged with a view to 
providing a ready reference and convenient handbook 
for engineers having to deal with problems involving 
air flow and the application of air to ventilating, 
cooling, ete.” + . 

6. American institute of architects. 
Manual of accounting for architects. 1935. 
Washington, Am. Inst. of Architects. 132 
p., schedules and forms. 

American city, Sept., 1935, p. 109, 1/5 col. “With 
the purpose of helping to secure and maintain a sound 
financial basis for the architectural profession.” ; 

7. Am. inst. of mining and metallurgical 
engineers. Milling methods. New York. 
977 p., illus. $5.00. 

The mining magazine, Aug., 1935, p. 92, 
col. “Papers have been selected by a committee 
under the chairmanship of H. Richards and 
Charies E. Locke, two names that are household words 
in connexion with the dressing and mechanical treat- 
ment of ores. . . The most important and useful 
handbook on milling methods published during the 
last five years.” B. W. Holman. 


8. American society for testing materials. 
Standards on refractory materials. A. S. 
T. M. 143 p. $1.00. 

Camila Aug., 1935, p. 30, 3/4 p. “In addi- 
tion to all of the specifications, test methods and 
definitions standardized by the A. S. T. M. through 
the work of its Committee C-8 on Refractories, the 
publication includes the Manual on Interpretation of 
Refractory Test Data, detailed information on the 
standard samples of type refractory materials and 
reports of extensive industrial surveys showing the 
service conditions of refractories in outstanding con- 
suming industries. + 


9. American standards association. 
Code for pressure piping (Power, gas and 
air, oil, district heating). New York, 1935. 
164 p. Paper, $1.00. 


Heating, piping and air conditioning, Sept., 
p. 86, 1/3 col. 


2-1/5 


1935, 
“Foreword briefly reviews the history 
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of the pressure piping code, and the introduction de- 
scribes its purpose and intent, codperation of the com- 
mittee with industry, and the application of the code 
in industries where piping is used. 

10. American standards association. 
Bul. Z14.1, drawings and drafting room 
practice. New York. 24 p. 50c. 

Product engineering, Sept., 1935, p. 358, 1/2 col. 
“Sponsored by the Society for the Promotion of En- 
gineering Education and the American Society of Me- 
chanical Engineers and approved by the American 
Standards Association, a graphical dictionary of draft- 
ing room practice has been agreed upon for the first 
time.’ 

Domestic engineering, Sept., 1935, p. 152, 1/3 col. + 


11. Anderson, George E., Eschweller, 
P.C. Diet control; a system of 1100 diets 
for the prescription of diabetic, anti-obesity 
and measured diets in general. New York, 
Gallo & Ackerman, 1934-35. $3.50. 

Journal of the American medical association, Sept. 
7, 1935, p. 823, 1/3 col. “This contains 20 pamphlets, 
one of which is explanatory of the diabetic diet sys- 
tem employed by the authors, while the remaining 
pamphlets are intended to be distributed to individual 
patients a& diet prescriptions. It is worthy of 
the critical consideration of all physicians in the dia- 
betic field.” + 


12. Annett, F. A. Electric elevators, 


2nd ed., 1935. New York, McGraw. 495 
p., 346 illus. $5.00. 

Power, July, 1935, p. 389, 1/3 col. “The author 
did very little rehashing of the material in the first 
edition, but eliminated eight of the least important 
chapters and replaced them with about 200 pages of 
new material.’? + 

Electric journal, Aug., 1935, ad p. 15, 8 1. 

The electrician, Aug. 9, 1935, p. 168, 1/2 col. 
“The hook is well written, the style is lucid, the 
illustrations are clear and instructive, the index is 
comprehensive.” H. M. + 

Electrical world, Aug. 31, or 72, 3/8 col. + 

Mechanical engineering, Sept., 935, p. 601, 1/5 
col. 

Electrical review, Aug. 16, 1935, p. 218, 1/2 col. + 


13. Aspinall, H. T. Worked examples 
in electrotechnics. London, Spon. 140 p. 


JS. 

Electrical review, Aug. 9, 1935, p. 185, 1/3 col. 
“First of a set of four volumes intended to cover a 
grade of the National and Advanced Technical 
Courses in Electrotechnics in South Africa. + 

General electric review, Aug., 1935, p. 398, 12 1. 
“Students having need of a systematic collection of 
practical examples, with their solutions, should find 
this volume useful.” 

14. Baker, John R.; Carleton, H. M. 
The chemical control of conception. Lon- 
don, Chapman & Hall. 173 p. 15s. net. 

Chemical trade journal and chemical engineer, Sept. 
6, 1935, p. 200, 1/5 col. “Much of the present volume 
has already appeared in the “Journal of Hygiene’’ 
and in the “Quarterly Journal of Experimental Phys- 
iology”, and is largely an account of the work done 
under the auspices of the Birth Control Investigatioa 
Committee.” 


15. Baker, R. H. An introduction to 
astronomy. New York, Van Nostrand. 

Popular astronomy, Aug.-Sept., 1935, p. 470, 1/3 
col. ‘Designed for shorter courses than is ‘‘Astron- 
omy” by the same author which has proven so suc- 
cessful as a college textbook.” S. G. Barton. + 

16. Banister,H. Psychology and health. 
Cambridge, Eng., Univ. Press, 1935. 256 
p. 7s. 6d. 


Nature, Aug. 31, 1935, p. 319, 1 p. ‘‘Is concerned 
mainly with the treatment of the sick by psychologi- 
cal means and with the helping of those who, on a 
superficial view, may seem to be whole, but yet are 
suffering from such maladjustments to their environ- 
ment as may be cured by an application of that most 
difficult art of taking thought—and of taking thought 


in a very special way.” 
17. Barbillion, Louis; Yadloff, Oleg. 


Utilisation des forces motrices hydroélec- 
trqiues. Etude générale des installations 
électriques. Paris, Librarie de 1’ Enseigne- 
ment technique. 680 p 

L’industrie electrique, ni 10, 1935, p. 59, 2-1/2 
col. + 

18. Baumeister, Theodore. Fans. New 
York, McGraw, 1935. 241 p., 78 degrs., 24 
tab. $3.50. 

Power, Sept., 1935, p. 501, 1/4 col. “Purpose of 
this comprehensive treatise is to enable the user to 
select that type of fan which is best suited to his 
particular needs. . . First of its kind, it is a prac- 
tical reference book of great value.” 

19. Benedict, Ruth. Patterns of cul- 
ture. London, George Routledge, 1935. 
291 p. 10s. 6d. net. 

Nature, Aug. 31, 1935, p. 322, 1/2 col. “The 
author in a stimulating and at times provocative book, 
has imported the theory of relativity into the study 
of social anthropology, which she, like some others, 
regards as the whole of anthropology.” + — : 

20. Bennett, H., Editor. The chemical 
formulary, v. 1 and 2. New York, Van 
Nostrand, v. 1, 1933, v. 2., 1935. $6.00 each. 

International engineer, Aug., 1935, p. 46, 2/3 col. 
“V. 1 is a great storehouse of practical experience- 
tested formulas compiled by 56 chemical experts from 
the entire literature of chemistry, including every 
important chemical industry. V. 2 contains entirely 
new and thoroughly up-to-date formulas selected by 
109 chemical experts and contains no formulas al- 
ready used in v. 1... but more detailed informatioa 
on processes and fundamental principles; many patent 
formulaes are presented. . . A magnificent store- 
house of the essence of applied chemistry for the 
layman.” 

21. Bibliography of technical and indus- 
trial motion picture films and slides. New 
York, Library, High School of Commerce. 


182 p. $1.00. 

Journal of chemical education, Aug., 1935, p. 400, 
1/3 col. “Contains data on 1058 films and 218 sets 
of slides which offer numerous suggestions for ob- 
taining visual material to enliven the assembly pro- 
gram or the classroom instruction.” + 

22. Biquet, M. La fongage des puits de 
mine en terrains aquiféres. Paris, Dunod. 
160 p. 18.65 fr. 

Engineering, Aug. 9, 1935, p. 150, 1-1/5 col. 
“Describes the chief modern methods of sinking shafts 
in aqueous ground. Is handled skillfully, con- 
cisely, jand from the standpoint of the practical en- 
gineer.”? + 

23. Birchal, H. F. Modern surveying 
for engineers. London, Chapman & Hall. 
25s. net. 

Civil engineering and public works review, Aug., 
1935, p. 249, 1 col. “Is thoroughly up-to-date and 
contains adequate descriptions of the new instruments 
which have revolutionized and greatly simplified the 
work of the engineer engaged in reconnaisance work.” 
S. McC. + 

24. Black, Newton H. 


course in college physics. 


An introductory 
New York, 
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714 p., 647 fig., 24 portraits. 


Macmillan. 


$3.50. 
The American physics teacher, Sept., 1935, p. 139, 


1/4 col. “Primarily for college students who have 
not studied physics.” + ee 

25. Black, Russell VanNest. Building 
lines and reservations for future streets. 
Cambridge, eaves Univ. Press. 257 p., 
pl, dgrs., tab. $3.50 

Roads and streets, Aug., 1935, p. 268, 1/2 col. 
“The problem of adapting the eighteenth- or nine- 
teenth-century street system to twentieth century con- 
ditions. . . r. Black has made a summary and 
analysis of the various methods of approach to this 
problem that are being employed in the U. S. 
Bibliography lists practically all the written material 
in the field.” + 

26. de Boer, J. H. Tr. by Mrs. H. E. 
Teves-Acly. Electron emission and ad- 
sorption phenomena. London, Cambridge 
Univ. Press. 398 p., 150 fig. 21s. net. 

Journal of scientific instruments, Aug., 1935, p. 
a7, 35:'%. 

Journal of chemical education, Aug., 1935, p. 397, 
1 col. “Is intended to present from the physical- 
chemical point of view the relation between the phe- 
nomena of adsorption on surfaces and those of elec- 
tron emission and conduction. . . The resulting 
work fulfills this intention excellently and contains 
comprehensive discussion not only of the author’s own 
contributions in this field, which have been extensive, 
but also a review of the work of Langmuir and other 
investigators.” Saul Dushman. + 

Journal . the Franklin institute, Aug., 1935, p. 
276, 3/4 p. 

Zt. Bahler, L. The treatment of frac- 
tures. 4th ed., tr. from 4th German ed. by 
E. W. Hey Groves. Baltimore, Md., Wil- 
liam Wood, 1935. 578 p., 1059 illus. $12.00. 

Journal of the American medical association, Sept. 
7, 1935, p. 822, 2/3 col. “Few books on the subject 
have presented the material as clearly and concisely 
as this one. Beautiful and instructive illustra- 
tions.”” + 

28. Bolton, D. J.; Honey, C.; Richardson, 
N.S. Electrical water heating. London, 
Chapman & Hall. 192 p., 66 fig. 7s. 6d. 
net. 

Journal of scientific instruments, Aug., 1935, p. 
272, 41. 


272, 4 
Electrical review, Aug. 30, 1935, p. 281, 2/3 col. 
“Can be confidently recommended to everyone who 
has anything to do with the sale, installation or serv- 
ice of electric water heating.” + 

Overseas engineer, Aug., 1935, p. 416, 1/3 col. + 

29. Bond, Perry A. The fundamentals 
of general chemistry. New York, Farrar 
& Rinehart, 1935. 411 p., 68 fig. $3.00. 

Journal of chemical education, Sept., 1935, p. 449, 
3/4 col “An interesting and in considerable part a 
successful effort to present the subject in a truly 
modern manner.” E. A. Wildman, + 

30. Bonzel, Maurice. Steel wire. New 
York, Engineers Book Shop. 495 p. $15.00. 

Steel, Sept. 9, 1935, p. 38, 7/8 col. ‘Few books 
in the English language are to be found on the manu- 
facture of wire. This translation on European prac- 
tice was undertaken in the hope that it would satisfy 
a long-felt need of those associated with the wire- 
making industry in America.” + 

31. Boston, Orland W. Engineering 
shop practice, v. 2. New York, Wiley. 
485 p. $5.00. 

American machinist, Aug. 28, 1935, p. 626, 1/2 
col. “Second volume of material prepared for higher 


grade engineering students. Intended primarily as a 
textbook and arranged in that form . . contains 
much of value to all who are interested in the devel- 
opment of machine tools and machine equipment for 
various kinds of metal manufacture . .. gives a gen- 
eral outline of the fields covered by these machines 
and illustrates some of the operations performed.” + 

Mechanical engineering, Sept., 1935, p. 601, 1/5 
col. 

32. Boston, Orland W. Bibliography on 
the cutting of metals, pt. II. Ann Arbor, 
Mich., Edwards Bros. 202 p. $2.50. 

Machinery, Sept., 1935, p. 96, 11 1. 
valuable continuation of pt. I.” 

American machinist, Aug. 28, 1935, p. 626, 1/2 


ol. 

33. Both, Otto. Die bandweberei, pts. 
1, 2. Leipzig, Max Jaenecke Verlag. Pt. 
1, 5th ed., 346 illus., 10 tab. RM 6.50. Pt. 2, 
354 p. RM 12.00. 

Rayon and Melliand textile monthly, Aug., 1935, 
p. 77, 3/4 col. ‘Well-known authority on these fab- 
rics has completely revised his handbook on the weav- 
ing of ribbons and narrow fabrics.”’ 

34. Bowdidge, Elizabeth, The soya 
bean: its history, cultivation (in England) 
and uses. London, Oxford Univ. Press, 
1935. 81 p., illus. 6s. 


Journal of the ministry of agriculture, Aug., 1935, 
p. 518, 3/4 p. 


35. Boyd, T. A. Research. New 
York, Appleton-Century. 308 p. $2.50. 

Foundry, Aug., 1935, p. 92, 1/2 col. ‘‘Research 

. experimentation under conditions that are care- 
fully controlled, provides a major factor in the estab- 
lishment of new industries and the development of 
those in existence. This interesting volume 
points to various undertakings which may be classified 
as research, Discusses the evolution of research, 
and how it is organized and applied in the industrial 
world.” 

Abrasive industry, Sept., 1935, p. 35, 1/2 col. 
“Should provide an inspiration to the young man de- 
sirous of training himself to enter some field of 
industrial research . . . a guide to those industrialists 
seeking further information on the benefits and meth- 
ods of conducting industrial research.” 

Journal of chemical education, Aug., 1935, p. 397, 
1/2 p. + 

Chemical industries, Aug., 1935, p. 134, 10 1. + 

Scientific American, Aug., 1935, p. 111, 9 1. + 

Nature, Aug. 17, 1935, p. 244, 1/2 col. 

Mechanical engineering, Sept., 1935, p. 600, 2 col. + 

_ 36. Boys, Sir C. V. The natural loga- 
rithm. London, Whightman & Co. - 2s 

Royal aeronautical society—Journal, Aug., 1935, Dp. 
758, 1/3 p. + — 

37. Boysen-Jensen, P. Die Wuchsstoff- 
theorie und ihre bedeutung fiir die analyse 
des wachstums und der wachstumsbewe- 
gungen der pflanzen. -_— Fischer, 1935. 
166 p., 26 illus. RM 7.50, 

Die naturwissenschaften, Aug. 16, 1935, p. 580, 
3/4 col. 

38. Branson, E. B., Tarr, W. A. _ Intro- 
duction to geology. New York, McGraw, 
1935. 470 pp., 456 figs. $3.75. 

American association of petroleum geologists—Bul- 
letin, Aug., 1935, p. 1240, 1 p. “It aims to cover a 
course offered for its general cultural value to stu- 
dents who for the most part will not study the 
subject further. . . The student’s interest is sustained 
and he will leave this book with no feeling of anti- 


climax due to the historical geology.” Frank W. 
DeWolf. + 


“A most 
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39. Breitman, M. N. Mathematics of 
radio servicing. Chicago, Supreme Pub. 


18 p. : 

Radio news, Oct., 1935, p. 238, 9 1. “Mimeo- 
graphed booklet intended to clarify some points of 
elementary ‘math’ and to help the service man to 
connect them with everyday radio problems.” 

40. Brennecke, E.; Fajans, K.; Furman, 
N. H.; Lang, R. Neuere massanalytische 
methoden. Stuttgart, F. Enke, 1935. 211 
p., 15 illus., 15 tab. RM 19.80. 

Stahl_und eisen, Aug. 29, 1935, p. 951, 1 col. + 

41. Brinkmann, T. Economics of the 
farm business. Berkeley, Univ. of Cali- 
fornia Press. 172 p. 

Journal of the ministry of agriculture, Aug., 1935, 
p. 514, 3/4 p. “Contains a careful analysis of the 
direct influences that determine the uses to which any 
particular agricultural land must be put if the maxi- 
mum net returns are to be obtained.” + 

British standards institution. Hand- 
book and indexed list of British standard 
specifications, 1934-35. London. 1s. 4d. 

Metal industry (London), Aug. 30, 1935, p. 212, 
1/3 col. 

Iron and coal trades review, Aug. 23, 

14 1. 
Colliery quardian, 


1935, p. 273, 


Aug. 23, 1935, p. 342, 1/5 col. 
Electrical review, Aug. 23. 1935, p. 243, 1/5 col. + 
43. Broome, D. C. The testing of bi- 

tuminous mixtures. London, Edwin Ar- 

nold. 194 p. 15s. net. 

Chemical age, Aug. 31, 1935, p. 196, 1/4 col. 
“Vol. 2 of ‘Roadmakers’ Library’, designed as a 
laboratory manual for the use of those called upon 
to carry out tests upon bituminous road and building 
materials, and their constituents.” 

44. Brown, William H. The plant king- 
dom: a text-book of general botany. _Bos- 
ton, Ginn, 1935. 869 p., 1040 figs. $3.50. 

Science, Aug. 9, 1935, p. 128, 1 col. ‘‘While the 
mold in which it is cast is essentially similar to that 
of previous works, this book has certain distinct and 
outstanding merits. . Modern discoveries are given 
due consideration. For example, photo-periodism, 
growth-regulating hormones and recent suggestions 
with regard to water movement are succinctly dis- 
cussed. + 

45. Brunt, David. Physical and dynam- 
ical meteorology New York, Macmillan. 
411 p., 112 fig. $7.00. 

Science, Aug. 30, 1935, p. 197, 1-1/2 col. ‘Ranges 
but half the field implied by its title, omitting atmos- 
pheric electricity and meteorological acoustics. 
Many a meteorologist will find this book hard reading, 
but it is so valuable that he should keep it close at 
hand for appearance’s sake.”” W. J. Humphreys. + 

46. Buckingham, E. Manual of gear 
design, 2 v. New York, Machinery, 1935. 
V. 1, 183 p., v. 2, 168 p., dgrs., tab. $4.50. 

Mechanical engineering, Sept., 1935, p. 602, 1/4 
col. “The first two of a series, issued with the ap- 
proval of the American Gear Manufacturers’ Assoc. 
which is intended to supply a complete source of ref. 
erence for the solution of problems of gear design.” 

47. Butler, J. A. V. The fundamentals 
of chemical thermodynamics, pt. 1, Elemen- 
tary theory and electrochemistry, 2nd ed. 
London, Macmillan, 1935. 253 p. 7s. 6d. 

Nature, Aug. 17, 1935, p. 244, 1/2 col. + 

48. Cameron, C. A. Electricity in poul- 
try farming. Oxford, Eng., Inst. for Re- 
search in Agri. Eng. 73 p., 2s. net. 


Aug. 23, 


225, 3/4 col. 
“Another of the series of booklets dealing with elec- 


The electrician, 1935, p. 


tricity in agriculture. . . It covers the ground in a 
very comprehensive and practical manner, and should 
be in the hands of electrical engineers and agricultur- 
ists interested in this subject.” + , 

49. Camm, F. J. Everyman’s wireless 
book. London, George Newnes. 288 p., 
243 fig. 3s. 6d. 

Electrical review, Aug. 16, 1935, p. 218, 1/6 col. 
“A non-technical book devoted to an explanation of 
the functions i the various components of a broad- 


cast receiver.” 

50. Campbell, A.; Childs, E. C. The 
measurement of inductance, capacitance, 
and frequency. London, Macmillan. 488 
p. 30s. net. 

Journal of scientific instruments, 
271i, 7 1. 

51. Campbell, H. L. 
treating and welding of steel. 


Aug., 1935, p. 


The working, heat 
New York, 


Wiley. 185 p., 94 fig., 10 tab. $2.25. 
Welding engineer, Aug., 1935, p. 22, 1/2 col. + 
52. Chamberlain, C. J. Gymnosperms, 


structure and evolution. Chicago, Univ. 
of Chicago Press. 484 p., 396 fig. $4.50. 

Science, Sept. 6, 1935, p. Ds, 2-1/4 col. ‘‘Serves 
as an excellent textbook covering the morphology of 
gymnosperms, suitable for advanced courses in botany. 
For paleobotanists and students of historical geology, 
it presents the background essential to the interpre- 
tation Fg fossil seed plants and ferns.” J. T. Buch- 
holz. 

33 Chambers, H. ‘Twist drills. Lon- 
don, Edgar Allen. 143 p. 3s. 6d. net. 

Journal of scientific instruments, Aug., 1935, p. 
271, 10 1. 

54. Clapp, C. A. Cataract, its etiology 
and treatment. London, Henry Kimpton. 
244 p., 92 illus. 18s. 

British journal of ophthalmology, Aug., 1935, p. 
473, 1 p. ‘Is well written and presents a balanced 
up-to-date review of the lens, its diseases and their 
treatment.” + — 

55. Clark, W. The Gantt chart. Lon- 
don, Isaac Pitman, 1935. 146 p. 7s. 6d. 

Engineer (London), Aug. 9, 1935, p. 146, 5/6 col. 
“In addition to a very clear description of the chart 
itself, this book is an undoubted aid to management.” 


The metal industry (London), July 26, 1935, p. 
84, 1/4 col. ‘‘Describes the management methods de- 
vised by Henry L. Gantt, for use in connection with 
business planning, production recording, store keep- 
ing, cost keeping and bonuses.” -+ 

56. Collins, F. How to understand elec- 
tricity. Philadelphia, Lippincott. 326 p. 

Radio news, Sept., 1935, p. 176, 1/5 col. “Aim 
is to acquaint technically untrained persons with the 
fundamentals of electricity, taking them in progressive 
stages all the way from simple magnetism to X-rays 
and electrical measurements.” + 

57. Colvin and Stanley. 
chinist’s handbook, 6th ed. New York, 
McGraw. 1146 p. $4.00. 

Product engineering, Sept., 1935, p. 358, 2/3 col. 
“Has been revised in a number of important sections, 

A general index by sections and a cross index, 
the ‘latter having 24 finely -printed pages, have been 
completely rewritten and contain more than twice the 
number of subjects given in previous editions.” 

American machinist, Aug. 28, 1935, p. 626, 1/2 
col. + 

58. Colwell, A. The method of action 
of radium and X-rays on living tissues. 


American ma- 
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New York, Oxford Univ. Press, 1935. 164 
p., 34 illus. $5.00. ; oe 

Journal of the American medical association, Sept. 

7, 1935, p. 824, 1/4 col. ‘“‘Deals with the various 
phases of radiation effects on living tissues, including 
biologic, serologic and histologic aspects of the prob- 
lem.” + ; : 
59. Corbet, A. S. Biological processes 
in tropical soils with special reference to 
Malaysia. Cambridge, Eng., Heffer, 1935. 
156 p., 10 fig., 7 photos. 

Journal of ecology, Aug., 1935, p. 541, 1/2 p. “A 
one-time bacteriologist at the Rubber Research Insti- 
tute of Malaya, gives an interesting general view of 
the chemical and biological processes in Malayan 
soils. . Touches on a great number of important 
ecological topics.” A. G. T. : 

60. Corrington, J. D. Adventures with 
the microscope. Rochester, N. Y., Bausch 
& Lomb. 455 p., 352 illus. $7.50. 

Rayon and Melliand textile monthly, Sept., 1935, 
p. 145, 5/6 col. ‘‘Much more than merely a book on 
microscopy, it gives an admirable survey of all the 
subjects—sciences, industries, business, nature, etc.— 
where the microscope plays a part.” + 

61. Costa, E. Guida del radio ripara- 
tore. Milan, U. Hoepli, 1935. 

Radio news, Sept., 1935, p. 176, 1/5 col. + 

62. Cotta, Freppel. Agricultural codp- 
eration in Fascist Italy. London, P. S. 
King & Son, 1935. 148 p. 7s. 6d. 

Journal of farm economics, Aug., 1935, p. 605, 
1-1/2 p. “Consists largely in his faithful description 
of the movement as it exists today in Italy: organi- 
zation policies, management practices, membership 
and volumes of business. His role is that of a friendly 
reporter rather than a critic. He has given to readers 
in English speaking countries much valuable informa- 
tion not readily available to them.’’ Asher Hobson. -+- — 

63. Crowther, J. G. British scientists 
of the nineteenth century. London, Ke- 
gan Paul & Co., 1935. 332 p., 12 pl. 12s. 6d. 

Review of scientific instruments, Aug., 1935, p. 
247, 5 1. 

64. Csillery, Desider. Die entwicklung 
der schienenstosschweissung und das stu- 
dium der geschweissten schienenstossver- 
bindungen. Republished from “Die elek- 
troschweissung”, pts. 1 and 2, 1935. Braun- 
schweig, Viewig & Sohn. 26 p., 27 fig. 

International railway congress association—M onthly 
bulletin, Sept., 1935, p. 1200, 1/3 col. ‘Reviews all 
the points of comparison between the two methocs of 
welding, thermit and electric arc.” 

65. Dalecq, Albert. L’organisation de 
l’oeuf chez les chordés. Etude d’embryol- 
ogie causale. Paris, Gauthier-Villars, 1935. 
d22 Pp. 

Anatomical record, Sept. 25, 1935, p. 211, 1-1/2 p. 
“Less a compendium of the literature than a discus- 
sion of the problems and their development up to the 
present time. The first three chapters are devoted to 
a consideration of the protochordates. . . Four chap- 
ters deal with the experimental embryology of the 
amphibia. The last chapter treats of the vital 
staining experiments which have been performed on 
the fish and the chick embryo.” Edmund K. Hall. + 

66. David, Pierre. Les filtres  elec- 

triques, 2nd ed. Paris, Gauthier-Villars, 


1935. 


Radio news, Oct., 1935, p. 238, 1/5 col. ‘‘The 


author has succeeded in explaining the complicated 
subject with greater clarity than one usually finds in 
books on filters.” + 





» 


67. Davidson, Maurice. A practical man- 
ual of diseases of the chest. New York, 
Oxtord Univ. Press, 1935. 528 p., 200 illus. 
$14.00. 


Journal of the American medical association, Sept. 
14, 1935, p. 908, 1/3 col. ‘“‘Intended for physicians, 
not medical students, who are interested in diseases 
of the lungs, pleura, and mediastinum. Each chapter, 
followed by a bibliography of source material, is a 
good presentation of a single topic, according to the 
modern, largely English, conception of diseases of the 
chest.” + 

68. Dean, A. D. Piles and pile driving. 
London, Crosby Lockwood. 42s. net. 

Engineering, Aug. 9, 1935, p. 151, 1 col. “‘A clear 
and compact review of the many systems of piling in 
vogue, and the equal numerous mathematical formu- 
lae which have been propounded for determining the 
carrying capacity of piles.” + 

69. Deeley, A. Mountford. A manual 
of the principles of meteorology. London, 
Charles Griffin & Co., 1935. 285 p., 4 pl. 
15s. net. 

Nature, Aug. 10, 1935, p. 205, 1/2 col. “‘Not a 
manual so much as a criticism of the present science 
of meteorology.” — 

70. Deen, J. L.; Benson, A. B. A 
Swedish-English vocabulary for foresters. 
New Haven, Conn., Yale School of For- 
estry, 1935. $1.00. 

Journal of forestry, Aug., 1935, p. 767, 1-1/2 col. 
“Vocabulary to forestry terms not found in general 
Swedish-English dictionaries. Altogether a very 
excellent piece of work.” H I. Baldwin. + 

71. Devillers, R. and Merces, P. Le 
moteur a explosions, v. I and II. Paris, 
Dunod, 1935. 1500 p. Cloth, 410 fr. 

Automobile engineer, Aug., 1935, p. 305, 1/3 col. 
Authors have endeavoured to cover very thoroughly 
the entire field of internal combustion engine design. 
The text is accompanied by 350 illustrations, mostly 
diagrams, and the appropriate formulae for calculat- 
ing stresses and sizes for most units are included.”’ + 

Le genie civil, Aug. 24, 1935, p. 192, 1/3 col. + 

72. Dittrich, Paul. Handbuch der 4rzt- 
lichen sachverstandigen-tatigkeit. Band VI, 
Teil 2; Der kindesmord in der... Berlin, 
Urban & Schwarzenberg, 1935. 118 p., 50 
illus. RM _ 10.00. 

Journal of the American medical association, Sept. 
7, 1935, p. 822, 1/4 col. “The second part of the 
6th volume of a handbook on the activities of physi- 
cians as experts, published with the assistance of the 
department of public health of the republic of Czecho- 
slovakia. It deals with the medicolegal aspects of 
murder of the newborn.” + 

73. Doan, Gilbert E. 
physical metallurgy. 
1935. 332 p. 18s. 

The metal industry (London), July 26, 1935, p. 
84, 2/3 col. “The subject has been approached from 
the viewpoint of classical physics, commencing with 
the states of aggregation of matter, and stress is 
laid throughout upon the principles of the behaviour 
of metals rather than upon individual alloys or pro- 
cesses. . . The basic principles involved in the pre- 
paration and working of commercial alloys are con- 
sidered.” + 

Metal industry, Sept., 1935, p. 328, 1 col. “Es- 
pecially fortunate since it brings within two covers 
the results of the recent discoveries in the crystal 
structure of metals.” + 

Journal of the Franklin institute, Aug., 1935, p. 
275, 1/2 p. + 

Mechanical engineering, Sept., 1935, p. 602, 1/6 
col. 


“ 


The principles of 
London, McGraw, 
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74. Dobson, Margaret. Amblyopia 
reader. London, Rembrandt Photograv- 
ure, 1935. 93 p., 27 illus. 15s. 

British journal of ophthalmology, Sept., 1935, p. 
535, 1/2 col. “Is designed to assist the training of 
a child with an amblyopic eye from strabismus. 
number of illustrations accompanied by the appro- 
priate nursery rhyme are printed in orange and 
black lettering after the manuer of stereoscope 
cards.” + 

American journal of ophthaimology, 
p. 769, 1/2 col. + 

75. Dole, Malcolm. The principles of 
experimental and theoretical electrochem- 
istry. New York, McGraw. $5.00. 

Electrochemical Society, Inc.—Bulletin, Aug., 1935, 
p. 8, 3/4 col. “Primarily on the physical chemistry 
of electrolysis in aqueous solutions, presenting the 
classical subjects in a new form... The author 
is to he congratulated upon presenting a very diffi- 
cult subject in interesting and readable form; the 
numerous experiments cited add very materially to 
the value.” + 

76. Dufais, W. 


Aug., 1935, 


Die grundztige des 


selbstanschluss-betriebes. Berlin, Verlag 
E. S. Mittler, 1935. 50 p., 30 illus. RM 5. 
Elektrotechnik und maschinenbau, Aug. 11, 1935, 


p. 380, 1/3 col. + 

77. Dunbar, H. Flanders. Emotions and 
bodily changes; a survey of literature on 
psychosomatic interrelationships, 1910-1933. 
New York, Columbia Univ. Press, 1935. 
595 p. $5.00. 

Journal of the American medical association, Sept. 
7, 1935, p. 822, 1/2 col. ‘‘Systematic collection of 
abstracts rather than a thesis, concerning the prob- 
lem at hand. . . Bibliography is of as much value 
to the student as the main part of the book. 
Should be stimulating to anyone who wishes to orient 
himself in the psychologic aspect of disease. ++ 

78. Durand, W. F., Ed.-in-chief. von 
Karman, Th., Burgers, J. M., Authors. 
Aerodynamic theory, v. 2, General aerody- 
namic theory—Perfect fluids. Berlin, J. 
Springer. RM 20. 

Engineering, Aug. 9, 1935, p. 152, 1 col. ‘‘Prob- 
ably the most complete treatise on wing theory that 
has yet been published in English, this is an im- 
portant book on an important section of aerodynam- 
ics, and it will prove of value and interest both to 
aircraft designers and research workers.” + 

Aerodynamic theory, v. 3, Div. F-I. 
Berlin, J. Springer, 1935. 354 p., illus., dgrs., 
charts, tab. RM 20. 

Mechanical engineering, Sept., 1935, p. 601, 1/5 
col. ‘‘This is the third volume of the valuable sur- 
vey of aerodynamic theory sponsored by the Gug- 
genheim Fund, and planned to provide the student 
and designer with the background theory which is 
required.”?’ + 

Zentralblatt fiir mechanik, Aug. 17, 

4 p. 

Roval aeronautical society—Journal, Aug., 1935, 
p. 757, 1/4 p. “Nowhere else can the modern 
theory of aerodynamics be found so clearly explained 
and so well laid out for reference.” 


79, Eddington, Sir Arthur. New path- 
ways in science. New York, Macmillan, 
1935. 326 p., 4 pl. $3.00. 

Journal of applied science, Sept., 1935, p. A-116, 
1 p. “The Messenger lectures delivered in the spring 
of 1934 by Sir Arthur Eddington at Cornell Uni- 
versity are co!lected and published. To sum up 
the book with perfect honesty, the reviewer usually 
does not know what Eddington is talking about but 


1935, p. 217, 


he always likes the way in which it is said.” J. Or- 
mondroyd. — + 


80. Einstein, Albert. 
see it. Tr. by A. Harris. 
Lane, 1935. 214 p., 8s. 6d. 

Nature, Aug. 3, 1935, p. 164, 3/4 p. “Whatever 
coherence this book possesses is of an emotional or 
an aesthetic nature; no attempt is made by the dis- 
tinguished author to construct a consistent sociological 
background against which to view the multitude of 
problems that arise on every page.” H. L. + 


81. Elam, C. F. Distortion of metal 
crystals. New York, Oxford Univ. Press, 
1935. 195 p., 5 pl., 94 fig. $5.00. 

Journal of applied science, Sept., 1935, p. A-115, 
1 col. ‘‘The aim is to lay stress on the experimental 
methods and to furnish an account of their principal 
results as well as of theoretical considerations with- 
out entering into a mathematical discussion. . . Will 
be appreciated by many engineers and by those who 
wish to learn about the numerous interesting and 
practically important phenomena relating to the per- 
manent deformation of crystals.””’ A. Nadai. + 

Mining and metallurgy, Aug., 1935, p. 8, Sup., 
8 1. “Summarizes and analyzes the most important 
investigations on the changes in structure and me- 
chanical and physical properties of metals when they 
are deformed plastically.” 


82. Elder, R. F. 


The world as I 
London, John 


Fundamentals of in- 
dustrial marketing. New York, McGraw, 
1935. 317 p., illus. $3.00. 

Mechanical engineering, Sept., 1935, p. 602, 1/5 
col. “The first attempt to present comprehensively 
the problems connected with the marketing of goods 
which are used in the course of manufacture or 

” 


trade. 
83. Ertel, H. A. Wirtschaftspriifung, 
v.2. Berlin, Carl Heymanns Verlag, 1935. 


RM 14.50. 

Technik und wirtschaft, Aug., 
col. + 

84. Faust, O., and Others. Zellulose- 
verbindungen und ihre besonders wichtigen 
verwendungsgebiete. Berlin, J. Springer, 
1935. 2 v., 3100 p., illus. RM 480. 

Rayon and Melliand textile monthly, Sept., 1935, 
p. 144, 2 col. “Of worldwide importance in the field 
of cellulose research and the industries which are 
allied with it . . . based upon the patent literature 
of the most important countries . . . compiled in its 
entirety up to the middle of 1933. Patents which 
have appeared after this date (up to 1935) have been 
included as foot notes.” + 

85. Feigl, Fritz. Quantitative analyse 
mit hilfe von tipfelreaktionen. Leipzig, 
Akademische Verlagsgesellschaft, 1935. 513 
p., 24 illus., 35 tab. RM 28. 

Die naturwissenschaften, Aug. 23, 
1-1/5 col. + . 

86. Feininger, Andreas. Selbstentwick- 
eln und kopieren. Harzburg, Walter Heer- 
ing Verlag, 1935. RM 3.30. 

Automobiltechnische zeitschrift, Aug. 20, 
420, 1/3 col. + 


87. Fernald, H. T. Applied entomology 
—An introductory textbook of insects in 
their relation to man, 3rd ed. New York, 
McGraw, 1935. 403 p., 384 illus. $3.50. 

Science, Aug. 23, 1935, p. 174, 1-3/4 col. “This 
new edition is admirable. I marvel at its scope and 


1935, p.. 251,. 1/3 


1935, p. 598, 


1935, p. 


thoroughness, and at the wonderful way in which the 
author has concisely put such a mass of informa- 
O. Howard. + 


tion.” L. 
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88, Field, S.; Weill, A. D.  Electro- 
plating. 2nd ed.‘ London, Isaac Pitman, 
1935. 256 p. 7s 6d. 

Automobile engineer, Aug., 1935, p. 395, 1/4 col. 
“The whole subject is very thoroughly dealt with in 
a practical manner that will appeal to the workshop 


engineer.” + 

Metal industry, Sept., 1935, p. 328, 1/3 col. + — 

89. Fielding, T. J. Photoelectric and 
selenium cells. London, Chapman & Hall. 
140 p. 6s. net. 

Journal of scientific instruments, Aug., 1935, p. 
272, 9 1. 

Electrical review, Aug. 30, 1935, p. 282, 12 1. 
“For those whose existing knowledge of the subject 
is limited, and for those especially for whom the 
interest lies in their practical uses.” + 

90. Fieser, Louis F. Experiments in 
organic chemistry. Boston, Heath, 1935. 
369 p., 42 figs. $2.40. 

Journal of chemical education, Aug., 1935, p. 398, 
1-1/3 col. ‘For students of elementary organic 
chemistry, and especially for those who expect to 
undertake more advanced work later.” E. C. Wag- 
ner. 

91. Findlay, A. The spirit of chemis- 
try. London, Longmans. 10s. 6d. net. 

Engineering (London), Aug. 16, 1935, p. 161, 1 
col. “The text is comprehensive, covering a wide 
field and the subject has been dealt with in a very 
thorough manner. The intelligent layman can 
obtain a profound insight into the problems of mod- 
ern chemistry.”” + 

Analyst, Aug. 1935, p. 578, 1 p. “The first glance 
through this book gives the impression that an inor- 
dinate proportion of the text has been devoted to 
inorganic and physical chemistry, but further inves- 
tigation dispels this idea, since organic chemistry is 
advantageously woven in with the rest, in addition 
to the four ‘final chapters devoted to it.” T. J 
Ward. + 

Chemical industries, Aug., 1935, p. 134, 9 1. + 

92. Féppl, L.; Neuber, H.  Festigkeits- 
lehre mittels spannungsoptik. Berlin, R. 
Oldenbourg, 1935. 115 p., 80 fig. RM 6.60. 

Journal of applied mechanics, Sept., 1935, p. A- 
118, 1 col. ‘Contains the essentials of the photo- 
elastic theory as well as a few sections of hereto- 
fore unpublished material. The authors have drawn 
upon the results of their photoelastic experiments ex- 
tending over a period of six years in the Mechanical- 
Technical Laboratory at Munich.” E. E. Weibel. Ea 

93. Fox, Cyril S. A comprehensive 
treatise on engineering geology. London, 
Technical Press. 392 p., illus. 35s. 

Mining magazine, Aug., 1935, p. 93, 2-1/2 col. 
“Takes the place of ‘Civil Engineering Geology’ 
published by Dr. Fox in 1923 and now practically 
out of print. . A very large amount of new ma- 
terial has been added, some in the form of useful 
tables and mathematical formulae.’ J. B. Scriv- 
enor. + — 

94. Frankland, F.H. Suspension bridges 
of short span. New York, American Inst. 

Engineering (London), Aug. 16, 1935, p. 160, 
1-1/3 col. ‘Based on a considerable practical experi- 
ence, and the matter is elucidated by a noteworthy 
command of the theory when applied to structures 
having spans of up to 800 ft... A bibliographical 


commentary of the related literature published during 
the last forty years accompanies a chronological list 
of short-span bridges of this type constructed during 
the present century.” + 


95. French, T. E. 
neering drawing. 


A manual of engi- 
New York, McGraw, 





1935. 481 p., 800 illus. $3.00. 

Abrasive industry, Aug., 1935. p. 23, 1/2 col. 
“Thoroughly revised to correspond to modern engi- 
neering practices. Text and illustrations conform to 
the new standards for drawing and drafting room 
just completed by the American Standards Associa- 
tion.” + 

Machine design, Aug., 1935, p. 42, 1/4 col. + 

Product enginecring, Sept., 1935, p. 358, 3/8 col. + 

Mechanical engineering, Aug., 1935, p. 526, 1/5 


1. + 

96. Fried, Ferd. Die zukunft des aus- 
senhandels. Jena, Verlag Eng. Dietrich, 
1935. 89 p. RM 2.60. 

— und wirtschaft, Aug., 1935, p. 252, 1-1/2 
col. 

97. Frélich, Franz. Berechnung und 
untersuchung von_ kolbenkompressoren. 
Berlin, VDI Verlag. 21 p., 2 entropy charts, 
38 dgrs. RM 7.00. 

Power, Sept., 1935, p. 501, 1/4 col. + 

98. Frustration of science, Essays by 
seven British scientists. New York, W. 
W. Norton, 1935. 144 p. $2.00. 
Review of scientific instruments, Aug., 


co 


1935, p. 


99. Fuchs, R.; Hopf, L.; Seewald, F. 
Aerodynamik. V. II. Berlin, J. Springer. 
RM 30.00. 

Royal aeronautical society—Journal, Aug., 1935, 
p. 758, 1/4 col. “The recent advances in the science 
have been so manifold that in preparing a second 
edition, the authors have been compelled to sub- 
divide the subject matter. V. II deals with aero- 
dynamic theory and is due to Fuchs alone. . . No 
research worker, whether on the theoretical or practi- 
cal side of aerodynamics, can afford to miss reading 
this volume.” 

Mechanical engineering, Sept., 1935, p. 601, 10 1. 

100. Gallavardin, L.; Tourniaire, A. 
Les névroses tachycardiques. Paris, Mas- 
son & Cie, 1935. 120 p., 24 illus. 17 fr. 

Journal of the American medical association, Sept. 
14, 1935, p. 909, 1/4 col. “An excellent condensed 
summary of the condition of ‘irritable heart’. 
Extensive bibliography of the pertinent literature cov- 
ering almost 300 references.” ++ 


101. Galloway, G. B., and Associates. 


Industrial planning under codes New 
York, Harper. 428 p. $4.00. 
Coal age, Sept., 1935, p. 381, 1 col. “The first 


113 pages probably will be found the most interest- 
ing, with the description of the concept of industrial 
planning, industrial control before NRA, the NRA 
and industrial planning, and the techniques of code 
management. . . Code operations in fifteen industrial 
groups are reviewed by an equal number of com- 
mentators.” R. Dawson Hall. + 

102. Gaudin, A. M. Flotation. 
York, McGraw. 525 p. $6.00. 

Compressed air magazine, Aug., 1935, p. 4813, 2/3 
col. “Nothing has been left out, nothing has been 
glossed over: the student and the practical mill man 
will both find well-nigh every phase of flotation cov- 
ered.” + 

103. Gebelein, Hans. Turbulenz, phy- 
sikalische statistik und hydrodynamik. 
Berlin, J. Springer, 1935. 185 p., 40 illus. 
RM 14. 

Forschung auf dem gebiete des ingenieurwesens, 
July-Aug., 1935, p. 208, 3/4 col. + 

ne engineering, Sept., 1935, p. 602, 1/5 
col. 


New 
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104. Giacomotti, Jeanne. La céramique. 
V. 1, Antiquités, pays musulmans, Extréme- 
Orient. 64 p., 97 fig., 4 pl. V. 2, La faience 
en Europe, du Moyen-age au XVIIIE siécle. 
64 p., 86 fig., 4 pl. V. 3, La faience fine, la 
porcelaine tendre et la porcelaine dure. 64 
p., 71 fig, 4 pl. Paris, R. Ducher. 15 
fr. each. 

Le genie civil, Aug. 24, 1935, p. 192, 1/3 col. + 

105. Géhre, E. Werkzeuge und pressen 
der stanzerei, Teil 1, Werkzeuge. Berlin, 
V. D. I. Verlag, 1935. 36 p., 62 tab., illus., 
dgrs., charts. RM 3.80. 

Mechanical engineering, Sept., 1935, p. 602, 9 1. 

106. Greaves, R. H. Chromium steels. 
London, H. M. Stationery Office, 1935. 321 
p. 7s. 6d. 

Chemistry and industry, Aug. 9, 1935, p. 341. 
1-1/2 col. “A critical review of data extant which 
will be valuable both to the student and the research 
worker. . Some excellent photomicrographs are 
included. ” W. H. Hatfield. + 

Metallurgist, Aug. 30, 1935, p. 63, 1-1/3 col. ‘*In- 
tended to relate exclusively to plain chromium steels, 
and deals mainly with those steels whose chromium 
content is lower than that usually included in the 
stainless class.” 

Nature, Aug. 17, 1935, p. 243, 1/2 col. + 

Mechanical engineering, Sept., 1935, p. 601, 1/5 
col. 

107. Griitter, Karl. Elektyizitat und 
bauen. Zurich, Elektrowirtschaft. 162 p. 
Electrowirme, Aug., 1935, p. 216, 2/3 col. + 
108. Griitzner, A. Ejisen- und_ stahl- 
legierungen patentsammlung geordnet nach 
legierungssystemen. Berlin, Verlag Chemie 

G. m. b. H. RM 48, 

Montanistische rundschau, Aug. 1, 1935, 1/4 col. 

109. Guillermic, A. Le chauffage par 
les combustibles liquides. Paris, Librarie 
Béranger. 110 fr. 

Revue de Vindustrie minérale, Aug. 15, 1935, p. 
316, 1/2 col. + 

110. Haarman, Dr. Erich. Um das ge- 
ologische weltbild: malleoet mente. Stutt- 
gart, 1935 .119 p., 23 fig. RM 6.80. 

Economic geology, Aug., 1935, p. 576, 1-1/4 p. 
“Thesis of the essay is that more progress would be 
made in solving geological problems if geologists 
would test the theories of authorities before using 
them in explaining observed facts.” W. S. Baylet. + 

Zeitschrift des vereines deutscher ingenieure, Aug. 
10, 1935, p. 994, 1/2 col. + 

111. Hadfield, W. J. Highways and 
their maintenance. London, Contractors’ 
Record, Ltd. 344 p., illus. 25s. 

Engineering and contract record, Aug. 28, 1935, 
p. 749, 2/3 col. “Covers a wide scope, and while 
it is written from a British point of view and deals 
largely with methods in vogue in the Old Country, 
it will nevertheless prove of value to road engineers 
and builders wherever they may be operating.’”’ + 

112. Hammond, John Hays. Autobiog- 
raphy of John Hays Hammond. New 
York, Farrar & Rinehart, 1935. 813 p., 
photos. $5.00. 

Mechanical engineering, Sept., 1935, p. 599, 4 col. 
“Not only a record of a great engineer, but of a 
distinguished American and world citizen.” + 

113. Hardy, A. C. _ British warships. 
London, A. & C. Black, 1935. 95 p. 3s. 6d. 
net. 





Marine engineering and shipping age, Sept., 1935, 
p. 362, 9 1. “Companion book to ‘British Ships Il 
lustrated’ depicts all types of warships from the battle 
cruisers of the Hood class to small sloops in the 
Harrier class.” ; 

114. Harris, H. Metallic arc welding. 
New York, Longmans. 199 p., 99 fig. $6.50. 

Welding engineer, Aug., 1935, p. 22, 1/3 col. + 

115. Harvey, A. Laundry chemistry, 
2nd ed. London, Technical Press. 118 p. 
4s. net. 

Chemical age, Aug. 31, 1935, p. 196, 12 1. ‘‘To 
the laundryman who wishes to get a real understand- 
ing of the technical side of his business, this book 
should prove really useful.” + 

116. Haven, George B. Handbook of 
industrial fabrics. New York, Wellington 
Sears Co. 538 p. $2.00. 

Abrasive industry, Aug., 1935, p. 23, 1/2 col. 
“Engineers, purchasing agents, and others interested 
in industrial fabrics will find this book an exceed- 
ingly valuable reference medium on the physical prop- 
erties of those fabrics.” 

117. Hay, W. T. Through my tele- 
scope: astronomy for all. London, John 
Murray, 1935. 128 p. 3s. 6d. net. 

Nature, Aug. 31, 1935, p. 322, 1/3 col. “Is chiefly 
concerned with observational astronomy, although a 
sufficient background of astronomical fact is included 
to enable an — interest to be taken in the 
objects observed.” ’ : 

118. Herrick. F. H. Wild birds at 
home. New York, Appleton - Century, 
1935. 345 p., many half-tones. $4.00. 

Natural history, Sept., 1935, p. 178, 1-1/4 col. 
“Methods of photography are brought up to date, and 
we are told what to observe as well as how to 
observe. Direct instructions are followed by actual 
demonstrations in detailed biographies of numbers of 
familiar species.” F. M. C. 

Scientific American, Aug., 1935, 110, 1/3 col. + 

119. Herstein, Karl M.; uaexy, AG. 
Chemistry and technology of wines and 
et New York, Van Nostrand. 359 
p. $5.50 

Chemical industries, Aug., 1935, p. 134, 5 1. 

120. Hesketh, Everard. J. and E. Hall, 
1785-1935. Glasgow, University Press, 
1935. 

Engineer (London), Aug. 16, 1935, p. 173, 2/3 
col. “Few engineering firms still living can trace 
their history back for one hundred and fifty years. . . 
This history occupies about one-half the volume, the 
other half being given up to the firm itself as we 
know it to-day, and to the personnel, both of the 
management and the operatives which has made it 
what it is.”? + 

121. Heidl, Hans. 
brauchsdiagramme. 
RM 8.00. 

Engineering (London), Aug. 30, 1935, p. 212, 1/2 
col. “A power plant seldom works at full capacity, 
being subject to load fluctuations. . . A consumption 
diagram which will give the variation in the steam 
requirements of the turbine with varying load is par- 
ticularly useful. . . Aim has been to explain how 
such diagrams can he quickly drawn by the engineer 
for existing plant or by the designer in case of pro- 
jected equipment.” + 

122. Hinton, C. L. A summary of food 
laws and regulations. 89 p. 21s. net. 


Dampfturbinen-ver- 
Berlin, J. Springer. 


Chemical age, Aug. 31, 1935, p. 197, 1/2 col. + 

123. Hollings, H., Editor. 
facture of gas, v. 1. 
260 p. 36s. net. 


The manu- 
London, Ernest Benn. 
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Chemical age, Aug. 31, 1935, p. 196, 1/3 col. 
“Aim is to present a complete picture of the scien- 
tific foundations of the processes of coke gasification 
and oil cracking, and then to show how the funda- 
mental data thus made available may be linked up 
with a large-scale practice.” +e 

124. Hufschmidt, Max. Der 
lagemonteur. Dresden, Adolf 
126 p. RM 4.80. 

Electrowairme, Aug., 1935, p. 216, 1/3 col. + 

125. Humphreys, W. J. Weather prov- 
erbs and paradoxes, 2nd ed. Baltimore, 
Md., Williams & Wilkens. 126 p., 2 fig., 
18 pl. $2.00. 

The American physics teacher, Sept., 1935, 139, 
1/5 col. ‘“‘A collection of those weather Ponca A that 
are known to be essentially correct, with nontechnical 
explanations of the physical causes that justify 
them.” ' 

126. Hutchinson, J. 
flowering plants. II. Monocotyledons. 
London, Macmillan. 243 p., 107 fig. $6.00. 

Science, Aug. 30, 1935, p. 196, 3 col. “she bulk 
of the work, pp. 26-229, is given over to a systematic 
description ‘of the orders and families, under which 
are given keys to all the genera except those of the 
Gramineae and Orchidaceae. Thus we have in one 
small book all the genera to date, which is in itself 
exceedingly useful, particularly since botanical ex- 
ploration has been so active in recent years. . 
Short glossary and complete index.’”? Edward W. 
Berry. + F , ; A 

127. Hutchinson’s technical and scientific 
encyclopaedia, v. 2, Direction of rotation to 
hydrogen-ion concentration. London, 
Hutchinson & Co., 1935. p. 673-1344. 28s. 

Nature, Aug. 3, 1935, p. 166, 2/3 col. “No work 
of the same scope and standard has been issued in 
England for many years.” + 2 

128. Hiitte, des ingenieurs taschenbuch, 
26th ed. Band IV. Berlin, Verlag Wil- 
helm Ernst, 1935. 1215 p., 1460 illus. RM 
19.50. 

Werkstattstechnik und werksleiter, Aug. 15, 1935, 
p. 330, 1/3 col. + . ; 

129. Huxley, Elspeth. White man’s 
country: Lord Delamere and the making of 
Kenya. London, Macmillan, 1935. Vol. 1, 
ag? 1914, 315 p., 12 pl. Vol. 2, 1914-31, 333 

,.12 pl. 2 vi, 25s. net. 

le. Aug. °3, 1935, p. 161, 2 p. “Perhaps the 
most comprehensive account of the pioneer activities 
in farming and politics of European colonisation of 
those highlands in east equatorial Africa that has yet 
appeared.”’ W. Ormsby-Gore + 

130. Ibbetson, W. S. Electric wiring; 
theory and practice for wiremen, engineers 
and students. 4th ed. New York, Engi- 
neers’ Book Shop, 1935. 253 p. $2.00. 

General electric review, Aug., 1935, p. 398, 7 1. 
“Treatment is based on British practice and con- 
forms to the I. E. E. Regulations for wiring as pre- 
scribed in England.” 

131. Imbeaux, Ed. 
moyens de correction. 
p., 443 illus. 295.60 fr. 

Military engineer, Sept.-Oct., 1935, p. 408, 3/4 col. 
“The author describes the apparatus offered by the 
most reputable manufacturers of France, Germany, 
Great Britain, and the United States. Unusually 
complete and will undoubtedly prove very useful to 
administrators, engineers, and physicians charged 
with the duty of safeguarding the waters of munici- 
palities and insuring their good quality.” + 


ktihlan- 
Schroter. 


The families of 


Qualités de l’eau et 
Paris, Dunod. 834 


132. Institut international la coopération 
intellectuelle. Role et formation du biblio- 
thécaire. Paris, Institut... , 1935. 385 p. 
50 fr. 

Nature, Aug. 24, 1935, p. 280, 1-1/2 col. ‘Based 
on a questionnaire sent out by the Institut . . . it 
provides the most detailed account of the status of 
librarians in various countries which has yet been 
published.” B. M, Headicar. + 

133. Institution of petroleum technolc- 

gists. Petroleum: twenty-five years’ re- 
trospect, 1910-35. London, 1935. 219 p. 
7s. 6d. 
World petroleum, Sept., 1935, p. 541, 1/3 col. 
“Intended as a celebration both of the 21st anniver- 
sary of the founding of the Institution and the Silver 
Jubilee of H. M. King George V. The contents take 
the form of short papers outlining the phenomenal 
changes that have come over the petroleum industry 
during the period covered. 4. 

134. International conference on physics, 
vol. 2, The solid state of matter. London, 
Phy sical Society, 1935. 191 p., 69 fig. 12s. 
6d. 


Journal of applied science, Sept., 1935, p. A-116, 
1-1/4 col. ‘‘The deviations of the numerical values 
for certain mechanical and strength properties actu- 
ally determined by tests on real crystals from the 
values predicted by the theory of lattices of ideal 
crystals occupy today the center of discussion in con- 
nection with the theory of the solid state of matter. . . 
A brief summary of some of the papers and dis- 
cussions presented at the London conference in 1934, 
now available in print in the second volume devoted 
to this conference.” + 

135. International labour office. Occu- 
pation and health: an encyclopedia of hy- 
giene, pathology, and social welfare, 2 v. 
London. More than 1400 p. Paper, £4. 

Chemical trade journal and chemical engineer, 
Sept. 6, 1935, p. 200, 2/3 col. “The analysis from 
the triple point of view of the work to be done, the 
worker employed, and the environment in which he 
works, of the various tasks involved in human labour, 
the properties of the substances dealt with, the opera- 
tions involved in handling and working up these sub- 
stances, the possible sources and carriers of intoxi- 
cation and disease, the statistical data on effects as 
far as known, the symptoms, the diagnosis, the thera- 
peutic and prophylactic treatment, and the protective 
legislation already in existence.” + 
; International labour office. Safety 
In spray painting. London, P. S. King & 
Son. 4s. net. 

Engineering (London), Aug. 30, 1935, p. 213, 5/6 
col. “Should be of service to both large and small 
undertakings in which spraying processes are carried 
on. . . in determining what safety measures to adopt 
under specific conditions.” + ‘. 

137. International society of leather 
trades’ chemists, British section. Techni- 
cal aspects of emulsions. London, A. 
Harvey, 1935. 150 p. 6s. net. 

Nature, Aug. 24, 1935, p. 281, 2/3 col. “Papers 
at Symposium held in London, Dec. 7, 1934. a 
Diversity was the aim of the symposium and the 
ok 7 witness to the attainment of that aim.’ 


138. International Solvay chemical insti- 
tute. L’oxygéne: ses réactions chimiques 
et biologiques, Report of the 5th Chemical 
Congress, 1934. Paris, Gauthier-Villars, 
1935. 354 p. Paper, 75 fr. 

Chemical trade journal and chemical engineer, 
Aug. 30, 1935, p. 185, 3/8 col. “An essential docu- 
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ment to all research workers in the field, whilst its 
study cannot help but be of distinct service to those 
engaged in the multifarious range of industrial pro- 
cesses in which oxidation or reduction figure.” + 

Le genie civil, Aug. 24, 1935, p. 192, 1/3 col. + 

139. Jaffe, Bernard. New world of 
chemistry. New York, Silver Burdett, 
1935. 566 p., 339 fig. $1.80. 

Journal of chemical education, Aug., 1935, p. 399, 
1-1/2 col. “There is a freshness of viewpoint and a 
practicality in presenting the subject matter that 
brings the world of chemistry closer to the experi- 
ences of life... Its wealth of illustration places it 
in the front rank as a superior textbook in chem- 
istry.” Herbert R. Smith. + 

1935, p. 134, 9 1. + 


Chemical industries, Aug., 
140. Jeffreys, Harold. Earthquakes and 


mountains. London, Methuen, 1935. 183 
p., 6 pl. 9 fig. 7s. 6d. 

American journal of science, Sept., 1935, p. 317, 
1-1/2 p. “An abundance of useful information, tied 
together and iliuminated by a proper proportion of 
theory, is presented clearly to the reader who has 
had some grounding in physics _ elementary me- 
chanics.’’ Chester R. Longwell. 

141. Jesness, O. B.; Nowell, R. I, and 
Associates. A program for land use in 
Northern Minnesota, a type study in land 
utilization. Minneapolis, Minn., Univ. of 
Minn. Press, 1935. 338 p. $2.50. 

Journal of farm economics, Aug., 1935, p. 593, 

p. “This volume, with ‘Land use in Northern 
Minnesota,’ presents a comprehensive picture of the 
problems arising in the cut-over areas of Minnesota 
with suggested programs for remedying the malad- 
justments in land utilization, government and social 
ie ng A notable contribution to land eco- 
nomics, land planning and political science as related 
to land utilization, Gets away from vague gen- 
eralizations and specifically designates areas and sug- 
gests programs of action. As a ‘type study’ in Jand 
utilization it can well serve as a model for others to 
follow.” George S. Wehrwein. + 

142. Jex-Blake, A. J. Gardening in 
East Africa. New York, Longmans, 330 
p., 6 pl. $5.00. 

Horticulture, Sept. 1, 1935, p. 399, 11 1. “Col- 
laborators have been chosen with care from among 
the professional and qualified amateur gardeners of 
the region to which it applies. The result is a work 
of even quality and dependability, applicable to tropi- 
cal and sub-tropical countries in general and of value 
to advanced gardeners as well as to beginners.’”? + 

Nature, Aug., 1935, p. 321, 2/3 col. 

143. John, W. D Modern shoe dress- 
ings. New York, Chemical Pub. Co. 153 
p. $5.00. 

Canadian chemistry and metallurgy, Aug., 1935, 
p. 47, 1/3 col. “Intended to assist shoe manufactur- 
ers to appreciate the fundamental nature of materials 
which they use, and so enable them to simplify the 
work of the shoe room and to manipulate the various 
types of dressings to the best advantage.” + 

144. Johnston, T. B. A synopsis of re- 
gionalanatomy. Philadelphia, Lea & Febi- 
ger, 1935. 460 p., 11 illus., glossary. $4.50. 

Anatomical record, Sept. 25, 1935, p. 213, 1/5 p. 
“Condensed but complete review of the subject of 
human anatomy. Students preparing for state 
board examinations and surgeons planning an opera- 
tion will find its convenient and practical arrange- 
ment just what they need.” F. E. Wells. + 


145. Jones, ‘T.; Jones, T, Gilbert. Ma- 
chine drawing for the use of engineering 
students in science and technical schools 


and colleges. Book I, rev. ed. Manchester, 


Eng., John Heywood. 6s. 

Tron and coal trades review, Aug. 30, 1935, p. 
310, 1/3 col. ‘The method of projection adopted 
throughout this book is that recommended by the 
British Engineering Standards Association. . . With 
the object of giving the student the earliest oppor- 
tunity of applying these principles . . . a number of 
gencral simple details have been given, and these are 
accompanied by isometric drawings—as the equivalent 
of models.” 

Metallurgia, Aug., 1935, p. 129, 1/3 col. + 

Colliery guardian, Aug. 16, 1935, p. 311, 1/5 
col. + 

146. Joos, Georg. 
Tr. by I. M. Freeman. 
Stechert, 750 p. $6.50. 

Electronics, Aug., 1935, p. 251, 1/2 col. “The 
first 75 pages of the monumental work lays the 
mathematical groundwork for the text. A master 
of this book will find himself in complete command 
of the physical phenomena of mechanics, electromag- 
netic and optical phenomena, the theory of heat, the 
structure of atoms and molecules, and the theory of 
spectra.” 

The American physics teacher, Sept., 1935, p. 140, 
1/5 col. + 


147. Judge, 
photography, 2nd ed. 
& Hall. 340 p. 21s. net. 

Journal of scientific instruments, Aug., 1935, p. 
272, 31 

148. Karpman, Ben. The __ individual 
criminal: studies in the psychogenetics of 
crime, v. 1, cases 1-5. Monograph series, 


Theoretical physics. 
New York, G. E. 


Arthur W. Stereoscopic 
London, Chapman 


no. 59. Washington, D. C., Nervous and 
Mental Disease Pub. Co., 1935. 317 p. 
$4.50. 


Journal of the American medical association, Sept. 
7, 1935, p. 823, 1/2 col. “An earnest bit of work 
consisting of a minute analysis of five criminal cases, 
all from St. Elizabeth’s Hospital, and hence all under 
the cloud of mental disease.” + 

149. Kausch, Oscar. 
gel und die bleicherden. 
ger. RM 26.10. 

Erganzungsband zu “Das kieselsduregel 
und die bleicherden.” RM 12. 

Chemical age, Aug. 31, 1935, p. 196, 2/3 col. 
“The supplement is to such an extent a continuation 
and a completion of the first volume .that it seems 
expedient to review both books together. . . Dr. 
Kausch has undertaken to bring out a monograph 
summarising both fields, fuller’s earths and bleaches, 
and to present the very scattered literature which he 
has collected in a form easy to survey and well 
arranged. + 

150. Kemp, Philip. 
ing current wave forms. 
struments Pub. Co. 218 p. 

Communication and broadcast engineering, Aug., 
1935, p. 19, 1-1/2 col. ‘‘Intended primarily for the 
student of power engineering, there is much of value 
in it for the communication engineer. . . Complete 
bibliography adds considerably to the value.” + 

151. Kendall, James. Smith’s college 
chemistry, 3d rev. ed. New York, Apple- 
ton-Century, 1935. 753 p., 18 halftones, 183 


Das_kieselsaure- 
Berlin, J. Sprin- 


Theory of alternat- 
Pittsburgh, In- 


fig. $3.75. 
Journal of chemical education, Sept., 1935, p. 450, 
1-1/4 col. “Will be welcomed by those teachers who 


are looking for a thoroughly modern and scientific 
presentation of the chemistry of today.” B. S. Hop- 
kins. + 
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152. Kienia, M. A.; Lichoshersti, N. N. 
Construction of the piers of the Saratov 
bridge. Printed in Russian. Moscow, 
U. S. S. R., State Railroad Transport Pub- 
lishing. 496 p. 

Engineering news-record, Aug. 22, 1935, p. 268, 
1-1/2 col. ‘Most interesting document. It has a his- 
torical significance that is emphasized by the story of 
the bridge project. The usefulness of the work 
for the foundation engineer of U. S. S. R. is appar- 
ent. Information contained furnishes a sound basis 
for future planning of similar work, the cost of ma- 
terials and labor as well as the cost of fuel, and 
housing for men employed on the work, because in 
this case the planning engineers are also the con- 
tractors.”” Leon S. Moisseiff. + 

153. Kind, W.; Kind, H. A. Das 
waschen mit maschinen. Berlin, J. Sprin- 
ger, 1935. 196 p., 70 illus. RM 9.50. 

Rayon and Melliand textile monthly, Aug., 1935, 
p. 77, 1/2 col. ‘ ‘Washing with machines’ as far as 
power laundries, hotel, hospital and laundries of other 
public and private institutions are concerned. It does 
not deal with washing, scouring or rinsing operations 
in textile mills.’? + 

154. Kirkpatrick, T. W. The climate 
and eco-climates of coffee plantations. 
London, The Crown Agents for the Colo- 
nies, 1935. 66 p., 34 tab., 34 graphs. 5s. 

Journal of ecology, Aug., 1935, p. 542, 3/4 p. 
“An economic entomologist has carried out a careful 
study . . . of the “‘eco-climate’’ of a coffee plantation 
at Kiambu near Nairobi in Kenya Colony, at an alti- 
tude of 5650 ft. . . An excellent example of a thor- 
ough and really scientific study of a particular eco- 
logical problem.” A. G. T. + 

155. Kirner, J. Die passung der walz- 
lager. Stuttgart, Verlag Konrad Wittwer, 
1935. 78 p., 47 illus., 2 tabl. RM 2.90. 

Werkstattstechnik und werksleiter, Aug. 1, 1935, 
p. 310, 1/3 col. + 

Automobiltechnische zeitschrift, Aug. 10, 1935, p. 
396, 71. + 

156. Knowlton, A. A. Physics for col- 
lege students, 2nd ed. New York, Mc- 
Graw, 623 p., 429 fig. $3.75. 

The American physics teacher, Sept., 1935, p. 139, 
1/3 col. ‘‘The first edition did much to broaden our 
conceptions of the possibilities of the first-year course 
and it is safe to say that its appearance will come 
to be regarded as something of a landmark in college 
physics teaching and textbook writing in this coun- 
try.” + 

157. Kordatzki, W. Taschenbuch der 
praktischen pH-messung fiir wissenschaft- 
liche laboratorien und technische betriebe. 
Munich, Verlag Rud. Muller & Steinicke, 
1935. 228 p., 68 illus. RM 8.00. 

Rayon and Melliand textile monthly, Aug., 1935, 
p. 77, 1/2 col. ‘One of the features is the very 
exhaustive citation not only of German, but also of 
French, English and American literature.” + : 

_158. Korrosion IV. Bericht iiber die 
Korrosionstagung 1934, in  Diisseldorf. 
Berlin, VDI-GmbH, 1935. RM_ 5.00. 

Zeitschrift fiir metallkunde, Aug., 1935, p. 191, 
1/3 col. + 

Stahl und eisen, Aug. 8, 1935, p. 875, 1/2 col. S 

159. Kraft, E. A. Die dampfturbine in 
betriebe. Berlin, J. Springer, 1935. 277 p., 


206 illus., 10 tab. RM 37.50. 
Stahl und eisen, Aug., 22, 1935, p. 924, 3/4 col. + 
Elektrotechnik und maschinenbau, Aug. 11, 1935, 
p. 381, 2/3 col. + 








160. Kraftfahrtechnisches taschenbuch. 
Berlin, VDI Verlag, 192 p. RM 2.50. 

Power, Sept., 1935, p. 501, 1/5 col. “Third and 
largest portion is devoted specifically to motor ve- 
hicles. Glossary of several hundred terms gives Ger- 
man, English, French and Italian equivalents.” 

Kuhn, Alfred. Kolloidchemisches 
taschenbuch, Hrgs. v. Leipzig, Akad. 
Verlagsges, m. b. H., 1935. 369 p., 91 illus. 
RM 19.00. 

Berichte iiber die . craaiaciags biologie, Aug. 
14, 1935, p. 132, 3/4 p 

162. Layley, G. WW. Malden, W. J. 
The evolution of the British pig: past, 
present and future. London, Bale, Sons, 
and Danielsson, 1935. 119 p., 48 fig. 7s. 

Journal of the ministry of agriculture, Aug., 1935, 
p. 512, 12 1. “The main theme is that Eastern in- 
fluence is the source of all evil in our pigs and that 
breeders should return . . . to the characters of the 
native stocks.’”?’ — 

163. Lea, F. M., and Desch,C. H. The 
chemistry of cement and concrete. New 
York, Longmans, 1935. 429 p. $9.50. 

Concrete, Cement mill ed., Aug., 1935, p. 28, 1/2 
col. ‘General survey of the chemistry of cement and 
concrete. . . Does not cover the operation of cement 
manufacturing plants, nor does it attempt to describe 
cement-making machinery.” 

164. League of New Hampshire Arts and 
Crafts. Uses of culinary herbs. Con- 
cord, N. H. 50c. 

Horticulture, Sept. 1, 1935, p. 399, 8 1. 

165. Lewis, Samuel R. Air condition- 
ing for comfort, 2nd ed. Chicago, Keeney 
Pub. Co., 1935. 277 p., large psychrometric 
chart. $2.50. 

Heating, piping and air conditioning, Aug. 1935, 
p. 87, 2/3 col. ‘Completely re-written and enlarged. 
The record sheet for the computation of the heating 
and cooling loads for residences and commercial build- 
ings are new and have been simplified. Two chapters 
not included in the first edition explain in detail the 
design of a year ’round air conditioning system for an 
office building, which includes banking space, offices, 
stores, restaurant, cocktail lounge and kitchen.” 

Factory management and maintenance, Sept., 1935, 
p. 408, 51. 

166. Ley, Henry A., Ed. Geology of 
natural gas. Tulsa, Okla., Am. Assoc. of 
Petroleum Geologists, 1935. 1227 p., 250 
illus. $6.00 

World petroleum, Sept., 1935, p. 542, 1/2 col. 
“The body of the work is made up of 38 separate 
papers, each relating to a particular field (North 
American gas fields only are treated) and each is 
written by one or more men having familiarity with 
that field.” + 

American gas association monthly, Aug., 1935, p. 
299, 1 col. ‘“‘This book is a symposium on the oc- 
currence and geology of natural gas in North Amer- 
ica. It contains 38 papers contributed by 47 authors. 
The papers are based on competent professional in- 
terpretation of filed data, each author having special 
field knowledge. . . In its entirety serves admirably 
in its purpose of assembling a ‘Comprehensive Trea- 
tise of the Occurrence of Natural Gas in the North 
American Continent.’” Gail F. Moulton. + 

Canadian mining and metallurgical bulletin, Sept., 
1935, p. 445, 1/4 col. “We have for the first time 
assembled under one cover a comprehensive geological 
treatise on the occurrence of natural gas on the North 
American continent. In addition to the papers 
describing the geology, structure, development, etc., 
of the individual fields, there is a series giving eco- 
nomic, engineering and statistical data for the indus- 
try as a whole.” + 
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167. Lowry, T. M. Optical rotatory 
power. London, Longmans, 1935. 483 p., 


186 illus. 30s. 

Chemistry and industry, Aug. 23, 1935, p. 782, 
2/3 col. “An account of the subject in which the 
early work of the pioneers is as fully described as 
the most modern researches, and in which practical 
details and theoretical discussion are treated with 
equal thoroughness.”’ J. N. S. 

Journal of scientific instruments, Aug., 1935, p. 
27%, 7 4. 

Review of scientific instruments, Aug., 1935, p. 
247, 41 

108. Lundberg, Ake. Ueber die pri- 
miren tumeren des sehnerven und der 


sehnervenkreuznung. Stockholm, Nordis- 


ka Bokhandeln, 1935. 

American journal of ophthalmology, Sept., 1935, 
p. 869, 1/2 col. “This monograph presents the re- 
sults of a painstaking research into the clinical and 
pathologic-anatomic features of primary tumors of 
the optic nerve and chiasma as well as an embryo- 
logical investigation of the neuroglia within that nerve. 
. . . Bibliography includes references to the Euro- 
pean, Scandinavian, British, Japanese, and American 
medical literature.” E. S. Buss. + 


169. Macbeth, Colin. Rubber and auto- 
mobiles, 2nd ed. London, Rubber Grow- 


ers’ Association, Inc., 1935. 115 p. Gratis. 

Automobile engineer, Aug., 1935, p. 305, 11 1. 
“In recent years the use of rubber in the automobile 
has grown to an extraordinary extent... second 
edition of a valuable reference book on the subject. 

170. McKie, D.; Heathcote, N. H. deV. 
The discovery of specific and latent heats. 
London, Edwin Arnold, 1935. 155 p., 6 pl. 
6s. net. 

Nature, Aug. 17, 1935, p. 244, 1/2 p. “Authors 
must surely have devoted many hours of patient study 
and research among the original eighteenth century 


works in order to obtain the material for their book.” 
H. R. L. + 

171. McKinney, E. G.  Seismograph- 
ing for oil, Oklahoma City, Okla., E. G. 
McKinney. 38 p. $2.00 

Institute of radio engineers—Proceedings, Aug., 
1935, p. 972, 3 1. ‘“‘Devoted chiefly to the problems 
of seismographic prospecting for oil.””’ A. N. Gold- 
smith. 

172. McLachlan, N. W. Elements of 
loud speaker practice. New York, Oxford 
Univ. Press. 158 p. $1.75. 

Institute of radio engineers—Proceedings, Aug., 
1935, p. 972, 1/3 col. “An elementary text describing 
the construction and performance of loud speakers, 
with one chapter dealing very briefly with the effect 
of the room on loud speaker performance. . . No 
mathematics is used in the presentation.” Irving 
Wolff. + 

Electronics, Aug., 1935, p. 251, 12 1. “The au- 
thor, whose previous book on speakers was for the 
exclusive consumption of mathematicians, has gone 
to the opposite extreme in this elementary book. 

173. McLachlan, N. W. Noise. Ox- 
ford, Eng., University Press. 148 p. 6s. net. 

Journal of scientific instruments, Aug., 1935, p. 
272, 8 col. 

American City, Sept., 1935, p. 109, 1/5 col. 

Wireless world, Aug. 16, 1935, p. 109, 3/4 col. + 

Power, Sept., 1935, p. 501, 1/3 col. ‘‘Power en- 
gineers will find of particular value the data and sug- 
gestions regarding noise in buildings and that from 
machinery and electrical equipment. Well written 
and authoritative.”” + 

Electrical review, Aug. 16, 1935, p. 218, 1/4 col. -+ 





174. Mangold, John F. Practical me- 
chanics of motion. New York, McGraw, 
1935. 263 p., 144 dgrs., 5 tab. $2.00. 

Power, August, 1935, p. 445, 1/2 col. Sequel to 
‘Practical Mechanics and Strength of Materials’ by 
Leigh and Mangold, this volume endeavors to apply 
basic theory to many types of practical problems.” 

175. Markham, Ernest. Clematis. Lon- 
don, Country Life, Ltd. 5s. net. 

Gardeners’ chronicle, Aug. 17, 1935, p. 128, 1 col. 
“In introduction to this desirable book, the author 
writes: ‘So far as I know, no book of importance 
dealing with Clematis has been published since 1872.’ 
. .. A reliable work wherein may be found descrip- 
tions of all the Clematises worth growing in our 
gardens. . . He also gives chapters on the history of 
the Clematis, cultivation, propagation, raising of new 
varieties, pests and diseases, and lists of varieties for 
various purposes. The American reader will be es- 
pecially pleased with the valuable chapter on ‘The 
Clematis in America”? by Mr. J. E. Spingarn.” + 

176. Marsh, J. H. Principles of phase 
diagrams. London, McGraw, 1935. 193-4. 
18s. net. 

Metallurgist, Aug. 30, 1935, p. 63, 1 col. “Was 
started when it became clear to the producers of the 
Alloys of Iron Monographs that the ternary diagrams 
included in the monographs ‘would be largely inde- 
cipherable unless a key were provided’ and the pres- 
ent volume is that key. . . It will be found of the 
greatest value, not only to the younger metallurgists 
and students mentioned in the foreword, but to many 
an older worker in the field of metallic equilibrium 
who has been prevented by lack of time, training, or 
mathematical qualification to study Gibbs, Roozebloom, 
or Schreinemakers.” + 

Iron and coal trades review, Aug. 2, 1935, p. 174, 
1/2 col. ‘“‘More than half of the book is occupied 
with a consideration of ternary systems. This fact, 
in itself, is sufficient to commend the book to the 
attention of metallurgists who have long awaited a 
concise treatment in the English language of these 
more complex systems.”’ + 

Chemistry and industry, Sept. 6, 1935, p. 819, 
1 col. “Written in a manner readily understood by 
the average intelligent reader, and the writer would 
unhesitatingly recommend any student of metallurgy 
to read this book before attempting to interpret or 
construct the complicated diagrams which are now so 
frequently necessary to make clear the facts concern- 
ing systems containing more than two components.” 
W. H. Hatfield. + 

Metallurgia, Aug., 1935, p. 130, 3/4 col. + 

Stahl und eisen, Aug. 29, 1935, p. 952, 3/4 col. + 


177. Martin, T. Faraday. London, 
Duckworth, 144 p. 2s. net. 

The American physics teacher, Sept., 1935, p. 139, 
1/4 col. “A brief intimate account, with many in- 
teresting anecdotes, that reveals the lovable character 
and humanness of this prince of experimentalists.” 

Science, Aug. 23, 1935, p. 174, 1/4 col. “The 
author of this little book is the editor of the monu- 
mental edition of Faraday’s Diary, which is now being 
issued as a memorial to that great experimental phil- 
osopher. He is in a position to write with authority.” 
W. F. Magie. + 

178. Martin, T., Editor. Faraday’s 
diary, v. 3, 4, 5. v. 1, 2 have been published, 
6, 7 to follow. Books will be sold only in 
sets, of which 750 copies will be issued. 
London, G. Bell. 12 guineas. 

Science, Aug. 23, 1935, p. 173, 2 col. “In v. 3 
Faraday records the progress of his research on elec- 
trostatic induction, the earlier part of which was re- 
corded in the previous volumes. . . The origin of the 
electric current in voltaic cells, which Faraday as- 
cribed to chemical action in opposition to the contact 
theory of Volta, runs into v. 4, which also includes 


e 


a 
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the researches on diamagnetism. ..In v. 5 is re- 
corded his famous attempt to connect gravitation with 
electricity.” W. F. Magie. + : 

179. Matthews, A. A. Education for 

life: A country school experiment. Lon- 
don, Thomas Nelson, 1935. 112 p., 12 fig. 
2s. 6d. 
Journal of the ministry of agriculture, Aug., 1935, 
p. 517, 1/2 p. “Simply written, concrete, authentic, 
and out of F am qualities carries the intangible, un- 
intentional something that is called romance. It ‘s 
hoped that it will reach and be read by most of those 
who are directly concerned with education in country 
districts or less directly with movements for the im- 
provement of the life of the countryside.” + 

180. Matschoss, Conrad. Vom werden 
der wanderer-werke. Berlin, V. D. 
Verlag, 1935. 183 p., illus. RM 7.50. 

Zeitschrift des vereines deutscher ingenicure, Aug. 
17, 1935, p. 1018, 1/2 col. + 

181. Marx, Hellmut. Der wasserhaus- 
halt des gesunden und kranken menschen. 
Berlin, J. Springer, 1935. 335 p., 52 illus. 
RM 27.00. 

Journal of the American medical association, Sept. 
7, 1935, p. 823, 1/4 col. ‘‘Probably the most com- 
prehensive consideration of water metabolism in health 
bee disease that can be found anywhere.” 

182. May, J. B. The hawks of North 
America. Their field identification and feed- 
ing habits. New York, National Assoc. 
of Audubon Societies, 1935. $1.25. 

Natural history, Sept., 1935, p. 178, 1-1/4 col. + 

183. Mayer, Prof. Dr. F. Chemie der 
organischen farbstoffe, 3rd ed. V. II. Na- 
tiirliche organischen farbstoffe. Berlin, J. 
Springer, 1935. 239 p. RM 24.80. 

Chemistry and industry, Aug. 23, 1935, p. 783, 
l col. “The arrangement of the book is purely chem- 
ical and little discussion of the biological significance 
of the facts is attempted.” E. H. R. 

184. Mecheels, Otto. Reutlinger jahr- 
buch der textilveredung. Reutlingen, Ger., 


Eugen Hutzler, 1935. 214 p., illus. RM 
10.00. 
Rayon and Melliand textile monthly, Aug., 1935, 


p. 77, 1/2 col.. “Unique report of the activity of the 
well-known Reutlingen Institute which allows the pos- 
sibility to study textile process not only in the labora- 
tory, but also under factory conditions. . . Besides an 
outline of the p!an and methods of the institution, the 
director and students report about practical researches 
in many fields, such as mercerization, dyeing, print- 
ing, bleaching, finishing.” 

185. Med hammare och fackla, Arsbok, 
utgiven av Sancte Orjens Gille. Stock- 
holm, Ivar Haeggstréms Bogtryckeri. 185 
p. 5 Kr. 

Stahl und eisen, Aug. 29, 1935, p. 952, 1/3 col. + 

186. Medici, M. Le macchine termiche, 
pt. 1, Apparrecchi evaporatori (Caldaie) 
accumulatori e condensatori. Padua, An- 
tonio Milani, 1935. 210 p., illus. 28 lire. 

Mechanical engineering, Sept., 1935, p. 602, 1/6 


col. “The subject is treated theoretically and de- 
scriptively.”’ 


187. Meissner, Kar! W. Spektroskopie. 
Berlin, oo de Gruyter, 1935. 102 fig. 
RM 1.62. 

Stahl und eisen, Aug. 29, 1935, p 
_ 188. Meller, Karl. Taschenbuch fiir die 
lichtbogenschweissung. Leipzig, S. Hir- 
zel. 189 p., 82 fig. RM 5.00. 


p. 951, 1/3 col. ni 


Electrical review, Aug. 9, 1925, p. 181, 1/5 col. 
“Written by a leading engineer of the Siemens- 
Schuckert organization, should be of much interest 
and value to all engineers concerned with welding 
processes.” 

Electrician, Aug. 16, 1935, p. 200, 7 1. + 

Beton u. eisen, Aug. 20, 1935, ad. p. 4, 1/3 col. + 

189. Meyer, H. A. Die Rechnerischen 


grundlagen der kontrollmethoden. Zurich, 
122 p. 
Journal of forestry, Aug., 1935, p. 765, 1-3/4 col. 


“Since only the knowledge of the mean errors of 
observation enables one to interpret correctly incre- 
ment determinations based on periodic cruises of a 
stand, Meyer’s careful study should be of interest 
not only to foresters who use the control methods, 
but also to research workers engaged in studies of 
permanent sample plots.” R. Stahelin. + 


190. Middleton, L. R. A textbook of 


light. London, G. Bell, 288 p. 6s. net. 
Mes wg of scientific instruments, Aug., 1935, p. 
272, 8 
191. Millen, James. Radio design prac- 
tice. Malden, Mass., James Millen, Inc. 
260 p. $1.00. 


Radio engineering, Aug., 1935, p. 18, 1 col. “An 
unusual compilation of mechanical and electrical speci- 
fications of radio components and complete units.” + 


192. Miller, Carl W. An introduction 
to physical science, 2nd ed. New York, 
Wiley, 1935. 409 p., illus. $3.00. 


Journal of the Franklin institute, Aug., 1935, p. 
277, 2/3 p. “Its scope is from the beginning of 
scientific thought briefly to about the time of Galileo 
and through to the surprising results of modern re- 
search. To cover this field in a single volume in as 
comprehensive a manner as is here presented is an 
achievement worthy of special notice.” R. H. Opper- 


mann. 
Mechanical engineering, Sept., p. 602, 1/6 


ol. 

193. Miller, W. T. W. Crushers for 
stone and ore. London, Mining Publica- 
tions, Ltd., 1935. 234 p. 15s. 

Mechanical engineering, Aug., 1935, p. 525, 1/4 
col. + 

194. Millikan, R. A. Electrons (+ and 
—), protons, photons, neutrons, and cosmic 
rays. Chicago, Univ. of Chicago Press, 
1935. 492 p., illus. $5.00. 

Mining and metallurgy, Aug., 1935, p. 8 sup., 5 1. 
“Dr. Millikan here gives a non-mathematical review 
of recent discoveries and developments in physics. . . 
The book replaces the author’s former book ‘The 
Electron.’ ’ 

Nature, Aug. 31, 1935, p. 320, 1-1/2 col. + 

195. Mills, Frederick W. An index to 
the genera and species of the Diatomacaea 
and their synonyms, 1816-1932, pts. 1-21. 
London, Wheldon & Wesley, 1933-35. 

Journal of paleontology, Sept., 1935, p. 548, 1/3 
col. “The appearance in February, 1935, of part 21 
brings to a close the most momentous index of the 
diatoms, living and fossil, ever attempted, and the 
work will take its place with the really great com- 
pilations of biologic literature.”” (Review gives col- 
lation of completed work.) G. D. Hanna. 

Vol. I. 


196. Monti, E. Radiotechnica. 
Fundamental principles. Milan, U. Hoepli, 
1935. 216 p., 160 illus., glossary in Italian, 


English, French and German. 20 lire. 
Wireless world, Aug. 23, 1935, p. 233, 11 1. 


1935, 


197. Moore, D. T. V._ Principles of 
ethics. Phila., Lippincott, 1935. 381 p. 
$3.00. 








14 Technical Book Review Index 


Journal of the American medical association, Sept. 
7, 1935, p. 823, 1/4 col. “The value lies in the clear 
exposition of deeply rooted theistic theories forming 
the framework and background of principles of ethics 
that influence moral and medical decisions of many 
people.”” + oe ‘ 

198. Moore, H. Liquid fuels: their 
manufacture, properties, utilization, and 
analysis. London, Technical Press, 1935. 
263 9. 2Zis. 

Chemistry and industry, Aug. 30, 1935, p. 800, 
7/8 col. “Under the heading of liquid fuels are in- 
cluded petroleum, shale oil, coal tar, lignite tar, wood- 
distillation products, animal and vegetable oils, ethyl 
alcohol, and synthetic fuels. . . Motorists, aviators, 
seamen, landsmen, who are burning oils... all at 
times need some technical help, some reliable source 
of information. They will find it in this book with 
the author’s reputation for good work behind it.” 
EK. FL. A 


199. Moreau-Hanot, Marguerite, Mme. 
Encyclopedie photometrique, Section, Gas 
extremes. V. 4. Photometrie des lumiéres 
breves ou variables. Paris, 1935. 126 p. 

Illuminating engineer, Aug., 1935, p. 271, 1/3 col. 
“Forms part of the general encyclopaedia of pho- 
tometry now appearing in France, and is concerned 
with the photometry of lights which are transient or 
intermittent.” + . 

200. Morrison, L. H.; Burdick, T. A. 
Diesel engineering handbook. New York, 
Business Journals, Inc. $5.00. 

Machine design, Aug., 1935, p. 42, 1/3 col. “In 
the 7th edition of this handbook the progress of diesel 
engineering has been capitalized by the editors to the 
utmost.” ++ ; ‘ 

201. Mossner, Julius. Kunstseide-lexi- 
kon. Berlin, Finanz-Verlag, 1935. 213 p. 
RM 3.00. 

Rayon and Melliand textile monthly, Sept., 1835, 
p. 145, 1/3 col. “A compilation of chemical, techni- 
cal, economic and fashion terms used in connection 
with the production of rayon and with the manufac- 
ture of rayon fabrics of all description.”” + 

202. Morton, R. A. The applications of 
absorption spectra to the study of vitamins 
and hormones. London, Adam Hilger. 70 
p. 10s. net. 

Chemical age, Aug. 31, 1935, p. 196, 1/3 col. 
“Deals very thoroughly with the fact that the recent 
developments in knowledge concerning physiologically 
active substances owe much to spectral absorption 
curves.” + 

203. Najder, K. W. Machine design- 
ers’ guide. Ann Arbor, Mich., Edwards 
3ros., Inc. $2.50. 

Machine design, Aug., 1935, p. 42, 
“Belongs solely to the designer’s library. Contents 
cover tables and construction of curves, mechanics, 
graphics, strength of materials and forty pages of 
examples apply to the data presented.” + 

204. Nash, A. The principles of 
motor fuel preparation and application, v. 2. 
New York, Wiley. 523 p., 127 illus., 93 tab. 
$8.00. 

Power, Sept., 1935, p. 501, 1/4 col. “The second 
half of this authoritative work on internal-combustion 
engine fuels deals with properties, covering such sub- 
jects as analysis, sulphur contents, gumming proper- 
ties, volatility requirements and knock ratings, as 
well as motor and aviation fuel specifications. . . Is 
formal and exhaustive, extensively annotated, com- 
plete and withal is quite readable.” + 

205. National Industrial Conference 
board, inc. Financial incentives, a study 


1/4 col. 


of methods to stimulate achievement in in- 
dustry. New York. 47 p. $1.50. 

Factory management and maintenance, Sept., 1935, 
p. 408, 6 1. 

Welding engineer, Aug., 1935, p. 23, 1/4 col. + 

206. National industrial conference 
board, inc. Wanted: Skilled labor. New 
York. 37 p., 4 tab. Paper, $1.50. 

Engineering news-record, Aug. 22, 1935, p. 269, 
1/3 col. “Involves the whole trend towards machine 
specialization and the resulting demand for operatives 
rather than machinists. .. Has a suggestive value 
reaching far beyond the metal-working field.’? + 

Welding engineer, Aug., 1935, p. 23, 1/3 col. + 

207. Netz,H. Warmewirtschaft. Leip- 
zig, Teubner, 1935. 94 p., 86 illus. RM 5.00. 

Werkstattstechnik und werksleiter, Aug. 15, 1935, 
p. 331, 1/3 col. + 

208. Nilson, A. R.; Hornung, J. L. 
Practical radio communication. New York, 
McGraw. 754 p. $5.00. 

Radio engineering, Aug., 1935, p. 18, 1-1/4 col. 
“Was planned to meet the expanded scope of technical 
radio developments, and was written to provide within 
one volume most of the technical information required 
by the practical radio operator-technician.” ao 

209. Noller, C. R., Editor-in-chief. Or- 
ganic synthesis, v. 15. New York, Wiley, 
1935. 104 p., 2 fig. $1.75. 

Journal of chemical education, Aug., 1935, p. 400, 
1/4 col. + 

210. Oatley, C. W. Wireless receivers, 
the principles of their design. New York, 
Dutton. 103 p., dgrs. 85c. 

Journal of the Franklin Institute, Aug., 1935, p. 
275, 1/3 col. “One of Methuen’s Monographs on 
Physical Subjects, the purpose of which is to supply 
readers of average scientific attainment with a com- 
pact statement of the modern position in each subject.’’ 
R. H. Oppermann. + 

211. Obrig, Theo. E. Modern ophthal- 
mic lenses and optical glass. New York. 

The western optical world, Sept., 1935, p. 268, 2 col. 
“Tndispensable to all who wish to have in one volume 
a resumé and description of all the most recent types 
and developments of lenses and lens manufacture.”’ + 

American journal of ophthalmology, Aug., 1935, 
p. 769, 1/4 col. + 

212. Osgood, Ellen L. A history of in- 
dustry. Boston, Ginn. 532 p. $1.72. 

Chemical industries, Aug., 1935, p. 134, 71. ‘First 
class adult education for the technician and the busi- 
ness man, who seek an easy means of acquiring an 
historical background for the pressing economic prob- 
lems of today.”? + 


213. Ostwald, Wo., Ed. Rontgenosko- 
pie und elektronoskopie: von dispersen 
systemen, faden, filmen und grenzschichten. 
Leipzig, T. Steinkopff, 1935. p. 257-394. 
RM 9.00. 

Chemistry and industry, Sept. 6, 1935, p. 820, 1 
col. ‘‘Embodies not only the twelve very interesting 
papers presented at the general meeting of the Kol- 


loid Gesellschaft, but also a short account of the 
general discussion.””’ D. C 


214. Pantaleo, Mario. Elementi di mec- 
canica. Florence, R. Bemporad. 772 p., 
373 fig. 32 lire. 

Le genie civil, Aug. 24, 1935, p. 192, 1/5 col. 

215. Pardners mines corp. Tin. New 
York, Pardners Mines Corp., 1935. 70 p., 
24 tab., 7 figs. Private distribution. 
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Economic geology, Aug., 1935, p. 580, 7 1. ‘‘Rep- 
resents an extensive study of tin made by Pardners 
Mines engineers and placed in book form for perma- 
nent record. . . It is a concise, well-rounded study, 
and of value to all interested in mineral economics.” + 

216. Partington, J. R. Origins and de- 
velopment of applied chemistry. London, 
Longmans. 597 p. 45s. net. 

Journal of scientific instruments, Aug., 1935, p. 
270, 7 1 

217. Paton, W. A. Corporate profits as 
shown by audit reports. New York, Na- 
tional Bureau of Economic Research, 1935. 
151 p., 8 tab., 5 charts. $1.25. 

Mechanical engineering, Sept., 1935, p. 601, 1-1/4 
col. “Interesting not only for its analysis of cor- 
porate profits as shown by audit reports, but because 
it appears to be the first step in the utilization, for 
the purpose of statistical research, of the information 
which reposes in the files of public accountants.” 
E. Dillon Smith. + 


218. Peters, A. Das trachom.  Ber- 
lin, Karger, 1935. 289 p. RM 16.00. 
British journal of ophthalmology, Aug., 1935, p. 


474, 1/2 p. ‘ “Extremely well documented and should 
act as a guide to all who require to study trachoma 
intensively.”” -+ 


219. Le pétrol et son économie. By a 
group of specialists. Paris, Librairie tech- 
nique et économique. 244 p., 132 illus., 


maps and tab. 30 fr. 

Le genie civil, Aug. 24, 1935, p. 192, 1/3 col. 

220. Physical society (London). Re- 
port on the teaching of geometrical optics. 
London, Physical Society. 86 p., 21 fig. 
6s. 3d. 

American physics teacher, Sept., 1935, p. 140, 
1-1/4 col. “Excellent report, by a distinguished Eng- 
lish committee of college, secondary school and indus- 
trial physicists. . . . For the teaching of advanced as 
weil as elementary optics.” + 


221. Pillonel, A. Le controle de la ren- 
tabilité des entreprises par les méthodes 
graphiques. Brussels, Comité national belge 
de l’Organisation scientifique. 16 p., 20 il- 
lus. 8 fr. 


Revue universelle des mines, Aug., 1935, p. 388, 
1/3 col. 


222. Poole, G. Haulage and winding. 
London, Ernest Benn. 513 p., 790 fig. 63s. 
net. 

Mining Journal (London), Aug. 24, 1935, p. 628, 
1-1/8 col. ‘Remarkable for the number of illustra- 
tions which have been collected together to accompany 
the text. . . They render the subject matter attractive 
and certainly more interesting to the general reader 
and to the tired mining engineer in search of infor- 
mation on current practice.’ B. W. H. + 

Tron and coal trades review, Aug. 9, 1935, p. 207, 
1/2 col. ‘“‘No other book with which we have had 
any sort of acquaintance treats the allied subjects of 
winding and haulage in a more exhaustive manner.” + 

a aie guardian, Aug. 30, 1935, p. 417, 1-1/2 
col. 


_223. Pope, Clifford H. The reptiles of 
China. New York, Putnam, 1935. 604 p., 
27 pl. $10.00. 

Nature, Aug. 10, 1935, p. 204, 2/3 p. ‘No com- 
plete survey of this large area has been attempted 
before, and herpetologists will be grateful to Mr. 
Pope for having collected, examined and arranged 
the mass of material and literature relating to the 
subject which is now available.” M. A. S. 

Natural history, Sept., 1935, p. 177, 1 col. + 


224. Prange, G. Die allgemeinen in- 
tegrationsmethoden der analytischen me- 
chanik—Enzyklopadie der math. wissen- 
schaft, Bd. VI, nr. 12, 13. Leipzig, Teub- 
ner, 1935. 300 p., RM 12.20. 

Phystkalische zeitschrift, Aug. 15, 
1/3 col. + 

225. Prinz, H.; Greenbaum, S. S. Dis- 
eases of the mouth and their treatment. 
Phila., Lea & Febigey, 1935. 602 p., 298 
illus. $9.00. 

Journal of the American medical association, Sept. 
14, 1935, p. 907, 1/3 col. ‘‘The subject covered is 
generally inclusive for the diseases of the soft tissues 
of the oral cavity. Diseases of the bone and teeth 
are not discussed. In this respect, this book is unique 
among textbooks published in the English language.” 


226. Probst, E. 
und eisenbetonbaues. 
RM 22.50. 

Concrete and constructional engineering, Aug., 
1935, p. 462, 3/4 col. “Deals with the fundamentals 
of concrete and reinforced concrete construction, and 
is divided into four sections: properties of the ma- 
terials used, the combined action of concrete and 
steel, calculations used in design, and research work 
carried out on the site.” 

Beton u. eisen, Aug. 5, 1935. p. 247, 1/3 col. + 

227. Pullin, V. E. Engineering radiog- 
raphy. London, G. Bell. 136 p. 

American machinist, Aug 28, 1935, p. 626, 3/8 
col. “The author of this outstanding volume is Di- 
rector of Radiological Research at the Woolwich Ar- 
senal. . . Devoted to the reading, or interpretation of 
the x-ray photographs after they are made.” + 

228. Pye, D. R. ‘The internal combus- 
tion engine. New York, Oxford Univ. 
Press. $7.00. 

Machine design, Aug., 1935, p. 42, 3/8 col. “As 
a sequel to the author’s earlier book which dealt with 
the basic principles of combustion and thermal eff:- 
ciency in all types of internal combustion engines, this 
volume embodies the same method of treatment iu 
dealing with the problems that face the designer of 
aero and other engines of high output. . . Purely 
descriptive matter has been eliminated except where 
it is essential for discussion of principles.” + 


229. Ramsey, R. R. The fundamentals 
of radio, 2nd ed. Bloomington, Ind., Ram- 
sey Pub. Co., 1935. 426 p. $3.50. 

Wireless world, Aug. 9, 1935, p. 148, 1/3 col. 
“Text is well-balanced, theory and practice being ad- 
mirably blended. . . Includes chapters on television 
and talking films.” O. P. + — 

Radio news, Oct., 1935, p. 238, 3/8 col. , “The 
second edition of a textbook which has been famous 
for its clear and simple explanations of complicated 
phenomena.” 

Radio engineering, Aug., 1935, p. 18, 1-1/3 col. 
“Endeavors to give the basic theory of radio as it is 
exemplified in modern practice.” + 

Journal of the Franklin Institute, Aug., 1935, p. 
279, 2/3 p.” + — 

Scientific American, Aug. 1935, p. 110, 1/3 col. + 


230. Reed, Brian. Diesel locomotives 
and railcars. London, Locomotive Pub. 
Co., 1935. 191 p., 131 fig. 6s. net. 

International railway congress association—Monthly 
bulletin, Sept., 1935, p. 1199, 2-1/3 col. “General 
exposition of the question, complete and up-to-date; it 
brings out facts and results proved in practice, which 
can definitely be considered as correct, but it also sets 
out the problems still to be solved.” A. C 


1935, p. 568, 


Grundlagen des beton- 
Berlin, J. Springer. 











16 Technical Book Review Index 


The recollections of 
Seeley Service. 


231. Reeves, E. A. 
a geographer. London, 
224 p., 8 pl. 8s. 6d. 

Nature, Aug. 24, 1935, p. 282, 1/2 col. 3 eee 

232. Reilly, W. J. Straight thinking. 
New York, Harper. 167 p. $1.75. 

Abrasive industry, Sept., 1935, p. 34, 5/8 col. 
“Should be of material help in the training of the 
mind to move from the problem based on known evi- 
dence to a logical conclusion, unbiased by factors 
which would tend to produce the wrong conclusion.” + 

233. Reimer, Eduard. Wettbewerbs- 
und warenzeichenrecht. Bd. 2. Berlin, 
Carl Heymanns, 1935. 483 p. RM 26.00. 

Technik und wirtschaft, Aug., 1935, p. 253, 2/3 


col. + 
234. Rhead, E.L. Metallurgy. Rev. ed. 
London, Longmans, 1935. 382 p. 10s. 6d. 
Automobile engineer, Aug., 1935, p. 305, 9 1. 
Metallurgist, Aug. 30, 1935, p. 64, 3/4 col. 
“Likely to cultivate a definitely practical outlook, 
without, however, ignoring the scientific principles on 
which practical advances depend.” + 
Mechanical engineering, Sept., 1935, p. 602, 1/6 


col. 

235.. Richeson, A. W. Financial mathe- 
matics. New York, Prentice-Hall. 355 p., 
tab. $2.50. 


Factory management and maintenance, Aug., 1935, 


p. 54, 61. . 
236. Rider, John F. 
radio manual, v. 2. 1935. 
Radio news, Aug., 1935, p. 116, 1/4 col. “Con- 
tains all the auto radio data found in the last Trouble 
Shooter’s Manual, plus some new diagrams.” + 
237. Ridge, C. H.; Aldred, F. S. Stage 
lighting principles and practice. London, 
Isaac Pitman, 1935. 130 p., 86 fig. 
Illuminating engineer, Aug., 1935, p. 271, 1/2 col. 
“Deals in succession with technical terms, electric 
supply, light, and apparatus, after which planning and 
design, coloured light, projection of scenery, general 
principles of lighting, and lighting plots are discussed. 
The explanations are lucid, and the ground is well 
covered. . . A book about stage lighting that anyone 
with a little technical knowledge can understand.” + 


238. Roberts, Michael, and Thomas, 
FE. R. Newton and the origin of colors. 
London, G. Bell. 133 p., 13 fig., 8 pl. 2s. 
6d. 

The American physics teacher, Sept., 1935, p. 139, 
1/5 col. “An excellent brief account of Newton’s 
life and his contributions to optics and color. . . One 
of a series of ‘Classics of scientific method.’ ’”’? + 

239. Robiette, A. G. Electric melting 
practice. London, Charles Griffin and 
Co, 15s. 

Engineer (London), Aug. 9, 1935, p. 146, 1/6 col. 
“Outlines metallurgical practice as carried out in the 
melting furnace rather than to give descriptions of 
the constructional details of plant.’? + 

Metallurgia, Aug., 1935, p. 130, 1-1/5 col. “A 
wealth of useful information on the metallurgical as- 
pects of metal heating and the descriptions and data 
on furnaces indicate the remarkable strides made in 
the ceaseless search for plant and technique to reach a 
higher standard of perfection in the initial stages 
associated with the manufacture of ferrous and non- 
ferrous materials. It should prove invaluable to all 
directiy associated with the manufacture of metals and 
alloys.”” +4- 

240. Robinson, E. S.; Kirk, Virginia. 
Introducton to psychology with special ap- 
plications to nursing and nursing problems. 


Specialized auto 


New York, Macmillan, 1935. 368 p., 55 il- 
lus. $2.50. 

Journal of the American medical association, Sept. 
7, 1935, p. 824, 1/5 col. + — 

241. Rogers, L. R. 
dairy science, 2nd ed. New York, Rein- 
hold Pub. Corp., 1935. 616 p. $6.00. 

Chemistry and industry, Sept. 6, 1935, p. 819, 1 
col. “As in the first edition, the contents are ar- 
ranged more from the point of view of scientific 
relationship than from that of dairy technology, and 
the results justify this arrangement. . . There are 
few obvious errors either of omission or commission 
in a. well-planned and_ well-executed volume.” 


H. D. K. + 

242. Roller, E.; Pricks, H. Schulver- 
suche zur elektrizitatslehre, Bd. I. Gleich- 
strom. Berlin, Verlag C. Heyman, 1935. 
160 p., 237 fig. RM 5.60. 

Physikalische zeitschrift, Aug. 15, 1935, p. 569, 
2/3 col. + - 

243. Rosenhain, W. Introduction to the 
study of physical metallurgy, 3rd ed., rev. 
and partly rewritten by J. L. Haughton. 
London, Constable, 1935. 368 p. 20s. 

The metallurgist, Aug. 30, 1935, p. 62, 3 col. 
“Much contained in Dr. Rosenhain’s later publications 
has been incorporated, as well as an account of some 
of the valuable contributions to the technique of 
metallurgical research for which Dr. Haughton him- 
self has been responsible.’’ + 

Electrical review, Aug. 16, 1935, p. 218, 1/3 col. + 

244. Rutherford, W. (The) man who 
built the “Mauretania”, big ships and great 
ideals, the life story of Sir George B. Hun- 
en London, Hillside Press, 1935. 170 p 
Ss. ° 


cai engineering, Aug., 1935, p. 526, 1/6 
col. 


245. Sachanen, A. N.; Tilicheyev, M. D. 
Chemistry and technology of cracking. Tr. 
from the Russian. New York, Reinhold 
Pub. Co. 389 p. $8.00. 

J World petroleum, Sept., 1935, p. 542, 3/4 col. 

The authors conducted a long series of experiments 
at the Petroleum Research Inst. of the Grozneft ... 
on the chemical and physical laws which govern the 
reactions occurring when petroleum oil is subjected 
to cracking conditions. The data obtained, together 
with their interpretations and conclusions are offered 
in the present work. . . Although the conclusions an1 
interpretations may not he entirely admitted, these 
will prove informative.’ + 

246. Savoy, Emile. 
vers des les ages. 
1935. 667 p. 

Journal of the ministry of agriculture, Aug., 1935, 
p. 512, 1/3 p. ‘Volume one of an encyclopaedic work 
which has been planned to cover the history of farm- 
ing. . . The first volume contains the prolegomena. 
It is an extremely clear discussion of some of the 
problems of social economy; production, distribution, 
and consumption; the circulation of money; farming 
in relation to social questions and to civilization.” -+ 

247. Scherf, D. Klinik und _ therapie 
der herzkrankheiten: vortrage fiir prak- 
tische artze. Vienna, J. Springer, 1935. 


~~ p., 10 illus. RM 6.00. 

ournal of the American medical association, Sept. 
7, 1935, p. 823, 1/4 col. “This little volume “a 
lectures for general practitioners deserves translation 
into English. _It is replete with fundamental physio- 
logic and clinical facts concerning the heart and the 
circulation.” + 
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247a. Schimper, A. F. W.  Pflanzen- 
geographie auf physiologischer grundlage, 
2v. Jena, G. Fischer, 1935. V. 1, 588 p., 
198 illus., v. 2, 1023 p., 416 illus., 3 maps. 
RM 97.00. 

Die naturwissenschaften, Aug. 16, 1935, p. 578, 
3-1/3 col. + | 

248. Schimpke, P.; Horn, H. A. — Prak- 
tisches handbuch der gesamten schweiss- 
technik, Bd. 2, Elektrische schweisstechnik. 

3erlin, J. Springer, 1935. 274 p., 375 illus., 
27 tab. RM 15.00. 

Electrotechnische zeitschrift, Aug. 15, 1935, p. 932, 
1/4 col. + 

Stahl und eisen, Aug. 15, 1935, p. 899, 1/3 col. 

Werkstattstechnik und werksleiter, Aug. 15, 1935, 
p. 330, 1/3 col. et ; 

249. Schlejephake, D. Erwin. 
wave therapy. London, Actinic 
238 p., 94 fig. 21s. 

Electrical review, Aug. 16, 1935, p. 218, 1/3 col. 
“A valuable addition to the small amount of literature 
available in English upon a comparatively new and 
important subject. It refers to the medical applica- 
tions of radiations having wavelengths between 3 and 
20 metres.”” + 

250. Schmid, A. Elevage du bétail et 
races perfectionnées de la Suisse. Leip- 
zig, Huber u. Co. 75 p. 

La lait, Jul.-Aug., 1935, p. 758, 1-1/4 p. + 

231. Schmid, E.; Boas, W._ Krisstall- 
plastizitat mit besonderer beruchsichtigung 
der metalle. Berlin, J. Springer, 1935. 
373 p., 222 fig. RM 33.80. 

Journal of applied mechanics, Sept., 1935, p. A- 
115, 3/4 col. ‘‘Well illustrated and contains an ac- 
curate description of the most important phenomena 
related to the deformations of single crystals. For a 
better understanding of the fundamental properties of 
metals upon which their ductility, strength, and other 
mechanical properties depend, this book will be a 
welcome source of useful information.” + 

Physikalische seitschrift, Aug. 15, 1935, p. 569, 
1-1/3 col. + 


252. Schrédinger, Erwin. Science and 
the human temperament. Tr. by J. Mur- 
phy and W. H. Johnston. New York, 
W. W. Norton, 1935. 192 p. $2.50. 

Journal of philosophy, Aug. 1, 1935, p. 442, 1/2 p. 
“A collection of untechnical but acute comments, 
suited to the reader who already has perused such 
expositions. The philosophical reader will be more 
pleased with it than with Max Planck and Einstein, 
in ‘Where is Science Going?’, as translated by Dr. 
Murphy two years ago. His chief complaint will be 
with its brevity.” H. T. C. 

Scientific American, Aug., 1935, p. 110, 1/2 col. + 

253. Schwartz, M. C. Dissolved oxy- 
gen in boiler feedwater. Baton Rouge, 
La., Louisiana State Univ. Press. 46 p. 50c. 

Combustion, Aug., 1935, p. 30, 10 1. ‘Describes 
a refined technique for the determination of dissolved 
oxygen as developed at the Louisiana Steam Gener- 
ating Corporation’s ‘laboratory. . . Selected bibliog- 
raphy. ‘ 

__ 254. Scott, George C.; Kendall James I. 
lhe microscopic anatomy of vertebrates. 
Philadelphia, Lea & Febiger, 1935. 306 p., 
167 illus. $3.75. 

2 Anatomical record, Sept. 25, 1935, p. 213, 1/4 p. 

A survey of the microscopic anatomy of the verte- 
brates, which can be covered in one semester and 
will give the student a satisfactory working knowledge 
of histology. Designed for use in conjunction with 


Short 
Press. 
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laboratory observations and study of a selected group 
of slides.’ F. E. Wells. + : 

255. Searle, A. B. Limestone and its 
products. London, Ernest Benn. 709 p., 
123 figs. 42s. 

The mining journal (London), Aug., 1935, p. 610, 
1/3 p. “Deals with its subject exhaustively and prac- 
tically and presents the accumulated knowledge and 
experience of a well recognized expert. . . Its inevi- 
table use as a book of frequent reference on the 
limestones and their products gives it an enhanced 
importance and the extensive index will appreciably 
add to its usefullness in this category.” + 

256. Searle, G. : . Experimental 
physics. New York, Macmillan. 363 p., 
129 fig. $4.50. 

The American physics teacher, Sept., 1935, p. 139, 
1/6 col. 

257. Secrist, M. H. Laboratory manual 
for general geology. New York, Macmil- 
lan, 1935. 284 p., illus. $1.75. 

Economic geology, Aug., 1935, p. 580, 1/3 col. 
“Another guide to laboratory work for beginning stu- 
dents in general geology . . . more general than most. 

. Structural geology as a separate division is not 
discussed.’? + 

258. Sedlacek, Franz. Auer von Wels- 
bach. Vienna, J. Springer. RM 3.60. 

Engineering, Aug. 23, 1935, 1/3 col. “A study 
of the life and series of discoveries of Welsbach.”’ + 

259. Séférian, D. Etude des flammes 
de soudure. Paris, Inst. de Soudure Au- 
togene. 64 p. 12 fr. 

Welding industry, Aug., 1935, p. 230, 1/2 col. 
‘As Professor Ribaud has said in a foreword, readers 
will profit considerably by a study of this treatise, 
whether they desire merely practical data bearing on 
the possibilities offered by the various new flames, or 
whether they seek a complete account and new points 
of view regarding the ordinary welding flames.”’ + 

Revue de l'industrie minérale, Aug. 15, 1935, f& 
316, 3/4 col. + 

260. Serafinowicz, Oscar. Verwertung 
und schutz von erfindungen in der U.S.S.R. 
Berlin, Carl Heymanns Verlag, 1935. 788 
p. RM _ 40.00. 

Zeitschrift des vereines deutscher ingenicure, Aug. 
17, 1935, p. 1018, 2/3 col. + ' 

261. Sewig, R. Objektive photometric. 
Berlin, J. Springer, 1935. 193 p., 140 illus. 
RM. 19.00. 

Physikalische zeitschrift, Aug. 15, 1935, p. 570, 
1 col. + 

Elektrotechnische szeitschrift, Aug. 15, 1935, p. 
931, 2/3 col. + 

262. Shedd, Thomas C. Structural de- 
sign in steel. New York, Wiley. 

Engineering (London), Aug. 30, 1935, p. 212, 3/4 
col. “Limited to the treatment of heavy engineering 
steelwork, and to the consideration of conventional 
or conservative types of structure.”” + 

263. Shellow, S. M.; Harmon, G. R. 
Conference manual for training foremen. 
New York, Harper. 192 p. $2.50. 

Factory management and maintenance, Sept., 1935, 
p. 408, 11 1. ‘“‘Book combines an analysis of con- 
ference techniques for foreman training with a com- 
plete syllabus for a course of eighteen conferences.” + 


204. Shepherd, H. F. Diesel engine de- 


sign. London, Chapman and Hall, 1935. 
17s. 6d. net. 

Enginering (London), Aug. 30, 1935, p. 212, 3/8 
col. “The subject is in general the ‘big Diesel’, but 
designers of high-speed compression-ignition engines 
cannot fail to benefit by a study of most chapters.’ + 

Nature, Aug. 24, 1935, p. 282, 1/4 col. — + 
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265. Shoop, C. F.; Tuve, G. L. Me- 
chanical engineering practice, 2nd_ ed. 
London, McGraw. 24s. net. 

Engineering (London), Aug. 30, 1935, p. 212, 2/3 
col. “Is designed to fill a double purpose; as a 
manual for the assistance of students doing laboratory 
work in mechanical engineering, and as a general 
work of reference upon methods of measurement and 
the testing of engineering apparatus.’”’ + 


206. Sinnott, Edmund W. Botany: 
principles and problems. 3rd ed. New 
York, McGraw, 1935. 525 p., 310 figs. 
$3.50. 

Science, Aug., 1935, p. 129, 7/8 col. ‘‘In some 
ways at least this is the most modern of the current 
series of text-books. Several features are striking. 
One is the inclusion of a chapter on ‘Development 
and Morphogenesis (Experiment Morphology)’. These 
terms are used in the broadest sense, and the chapter 
represents a digest of more recent research in botany, 
incorporated with some older discoveries. The sub- 
jects considered include, among others, polarity, wound 
hormones, auxin, etiolation, photoperiodism, mitogen- 
etic radiations and metabolic gradients. . . The ‘ques- 
tions for thought and discussion’, at the close of the 
chapters now number 782.’’ + 


267. Smith, D. M Metallurgical analy- 
sis by the spectrograph. 114 p. 10s. 
Also supplement: Bibliography of litera- 
ture on spectrum analysis (to March, 1935). 
London, British Non-Ferrous Metals Re- 
search Assoc. 20 p:. Is. 

—— mining and metallurgical bulletin, Aug., 
1935, 396, 7 1 

Review of scientific instruments, Aug., 1935, p. 
247, 

eediesin Aug., 1935, p. 130, 1/4 col. + 

268. Smith, Gilbert M., and Associates. 
A textbook of general botany, 3rd _ ed. 
New York, Macmillan, 1935. 574 p., 429 
figs. $3.50. 

Science, Aug., 1935, p. 128, 3/4 col. ‘‘The book 
is conservative. Recent work is not neglected; it is 
in many cases almost unnoticeably incorporated in 
the general body of knowledge presented; and no 
particular deference is paid to the spectacular features 
of the science. The style is readable and yet cautious. 
The illustrations are clear and mostly original.”’ + 


269. Snyder, L. H. Principles of her- 

edity. New York, Heath, 1935. 400 p 
$3.00. 
Eugenical news, July.-Aug., 1935, p. 62, 1-1/5 col. 
“The latest textbook is by a young zoologist who has 
specialized in human genetics. This book is out- 
standing on various accounts. The author is an ex- 
perienced teacher and the book shows the results of 
painstaking and successful efforts to make things 
clear.” 

269a. Speller, F. N. 
and prevention, 2nd ed. 
Graw, 1935. 694 p. $7.00. 

Heating, piping and air conditioning, Sept., 1935, 
p. 86, 1/2 col. + 

Mechanical engineering, Aug., 1935, p. 525, 1/5 
col. 


270. Spiers, H. W. 
*modern treatment of fractures. 


Corrosion, causes 
New York, Mc- 


A brief outline of 
Baltimore, 


Md., William Wood, 1935. 129 p., 109 illus. 
2.00. 

$ Journal of the American medical association, Sept. 
7, 1935, p. 824, 1/3 col. ‘‘He discusses briefly some 
of the more recent accepted methods of treatment and 
presents the fundamental principles of fracture sur- 
gery.” + 


271. Sprayberry, F. L. 
tage tables. | Washington. 

Radio news, Aug., 1935, p. 116, 1/6 col. ‘“De- 
voted entirely to voltage tables for hundreds of 
different broadcast receivers.’ 

272. Sprayberry, F. L. Theory and 
principles of the cathode-ray oscillograph. 
Washington. 37 p 

Radio news, Sept., A "¥6, 1/4 col. + : 

273. Squire, F. M._ Brown’s time and 
speed tables. Glasgow, Brown, Son & 
Ferguson, 1935. 53 p., tab. 3s. 6d. 

U. S. naval institute proceedings, Aug., 1935, p 
1167, 3/4 col. ‘Compiled to show at a glance the 
answer to two small problems daily required at sea; 
(a) the speed required to go a given distance in a 
given time and (b) the time required to go a given 
distance at given speed.”” Com. A. B. Anderson. + 

274. Starr, A. T. Electric circuits and 
wave filters. 1935. 

Radio news, Sept., 1935, p. 176, 1/3 col. + 

275. Stayer, M. C.; Souder, C. G.  Es- 
sentials of field sanitation, rev..ed. Car- 
lisle Barracks, Pa., Medical Field Service 
School, 1935. 180 p., 64 illus. 25c. 

Public works, Sept., 1935, p. 58, 1/2 col. “Two 
years ago a small handbook was published to issue to 
officers engaged in CCC work; the present volume 

. . is a revised, improved and enlarged edition of 
the former one. . . It affords quick, simple and handy 
reference to most of the essentials of field sanita- 
tion.” + : 
276. Stewart, W. D. Mines, machines 
and men. London, P. S. King & Son. 
180 p. $1.50 net. 

Coal age, Sept., 1935, 381 p., 1-1/3 col. “With a 
background of experience as part-time lecturer in eco- 
nomics for the Workers’ Educational Association, 
this Oxford man details the coal situation in Great 
Britain, without, however, affording much light as to 
its solution.”” R. Dawson Hall. + — 

277. Sulzer, M. N. House plants, mod- 
ern care and culture; a practical handbook 
for windowsill gardeners. $1.50. 

Horticulture, Sept. 1, 1935, p. 399, 5 1. “Written 
simply, but it ‘packs much practical information into 
its pages and accompanies them with excellent 
sketches.” + 

278. Sweet, A. J. Ornamental shrubs: 
their selection and pruning. London, J. M. 
Dent, 1935. 63 p., 35 fig. 5s. 

Journal of the ministry of agriculture, Aug., 1935, 
p. 513, 1/3 col. ‘“‘Practical experience, gained on the 
cultivation of the more uncommon forms of orna- 
mental shrubs in the famous Aldenham House gar- 
dens, has rendered the author well qualified to write 
a practical i Most of the text is devoted to 
pruning.” 

279. Swingle, D. B. Plant life. New 
York, Van Nostrand, 1935. 441 p., 290 figs. 
$3.00. 

_ Science, Aug., 1935, p. 129, 1/2 col. “The aim 
is to emphasize the functional rather than the mor- 
phological approach. In general the details of struc- 
ture presented are no more than are sufficient for an 
understanding of the activities of the plants consid- 
ered. The point of view is conservative, in certain 
respects perhaps too much so. The style through- 
out is simple and easy to follow, though occasionally 


it smacks of the paternal.” 
280. Takahashi,.E., and Others. The 


influence of soy bean cake upon milk pro- 
duction and the quality of butter. Lon- 
don, K. Nagata, Southern Manchuria Rail- 
way Co. 66 p. 
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Journal of the ministry of agriculture, Aug., 1935, 
p. 511, 1/2 col. “Makes a considerable addition to 
the nutritional literature of the Soya Bean.” + 

281. Tangerman, E. J. Power operat- 
or’s guide, 1935. New York, McGraw. 
568 p., 323 dgrs. $4.00. 

Power, Aug., 1935, p. 445, 1/2 col. ‘Compilation 
of 1001 practical ideas, methods and tools. Selected 
from Power’s regular department ‘Ideas from Prac- 
tical Men’ and its predecessors over the past seven 
years, these represent the cream of the material pub- 
lished. 

National engineer, Aug., 1935, p. 333, 1/6 col. + 

Factory management and maintenance, Aug., 1935, 
p. 54, 61. f ep 

282. Tangye, Nigel, Editor. The air is 
our concern. London, Methuen. 6s. 

Royal aeronautical society—Journal, Aug., 1935, 
p. 757, 1/2 p. “The editor thinks that the publica- 
tion of a book which would give the public an accu- 
rate view of current aviation problems is necessary, 
owing to the mass of ill-digested propaganda on this 
subject which is being printed in almost every news- 
paper. He has got together, therefore, a number of 
authors who are experts in various branches of avia- 
tion and has induced them to contribute chapters.” + 

283. Taylor, G. C. Garden making by 
example, rev. enl. ed. New York, Scrib- 
ner’s. $2.50. 

Horticulture, Sept. 1, 1935, p. 399, 9 1. “An 
English book which has been helpful to thousands of 
garden makers in this country and abroad. Its value 
lies in its illustrations, which are very numerous and 
presented in great variety, showing gardens of almost 
every type, large and small, some of them well 
adapted to American conditions.” + 

284. Thayer, H. R.; Baker, Samuel; De 
Groot, A. Earthwork and retaining walls. 
Scranton, Pa., International Textbook Co. 
179 p., 58 illus. $1.98. 

Public works, Sept., 1935, p. 58, 1/2 col. “The 
information on retaining walls is concise, but very 
complete. . . Every step in design is treated by the 
working out of typical examples. . . The section of 
Earthwork is similarly complete. . . Written from a 
most practical viewpoint, it should be a help to every 
man in this field of work.” + 

285. Thum, E. E., Ed. 
stainless steél, 2nd ed. 
American Society for Metals. 
illus, many tab. $5.00. 

_Metallurgist, Aug. 3, 1935, p. 64, 3/4 col. “A 
mine of information on all points relating to heat 
and corrosion-resisting steels, and will maintain its 
place as a standard work of reference on these sub- 
jects.” + 

Welding engineer, Aug., 1935, p. 22, 2/3 col. + 

eats engineering, Aug., 1935, p. 525, 1/4 
col. 

Metal industry (New York), Sept., 1935, p. 328, 
1/2 col. “The book is an indispensable part of the 
library for metallurgist and metal products manu- 
facturer.” + 

Nature, Aug. 17, 1935, p. 243, 1/2 

Iron and coal trades review, Aug. 
col. + 

286. Tiltman, M. H. English earth. 
London, George G. Harrap, 1935. 325 p., 
34 fig. 10s. 6d. 

Journal of the ministry of agriculture, Aug., 1935, 
p. 510, 1/3 col. “It brings together in one review 
the modern tendencies in British agriculture. Very 
little is missed by the author’s keen and sympathetic 
eye.’ 

287. Timoshenko, S.;MacCullough, G. H. 
Elements of strength of materials. New 


The book of 
Cleveland, O., 
787 p., 292 


p. + 
16, 1935, 2/3 


York, Van Nostrand, 1935. 
drawings and tables. $3.25. 

General electric review, Aug., 1935, p. 398, 1/3 
col. “Essentially an abridged edition of Timoshen- 
ko’s two-volume work ‘Strength of Materials’ and in- 
tended as a textbook for undergraduate college courses 
in strength of materials.” 

Engineering news-record, Aug. 22, 1935, p. 268, 2 
col. ‘‘Reflects the influence of continental European 
methods of presenting stress analyses. . . At the same 
time the general arrangement and the free use of 
numerical examples and problems show an apprecia 
tion of the needs of American methods of teaching. 
. . . This book impresses the reviewer as highly suit- 
able for use in courses in which there are ‘honor 
sections’ whose students study special subjects in 
strength of materials that are deemed too difficu!t 
for the average section.’”” H. F. Moore. + 

Mechanical engineering, Sept., 1935, p. 601, 13 1. 


288. Tollens-Elssner. Kurzes handbuch 
der kohlenhydrate. Leipzig, J. A. Barth, 
1935. 627 p., 9 illus. RM 41.00. 

Die naturwissenschaften, Aug. 23, 1935, p. 596, 
3/4 col. + 


289. Torok, Elmer. Psychrometric 
notes and tables. |. New York, North Amer- 
ican Rayon Corp. 89 p. $2.00. 

Heating, piping and air conditioning, Sept., 1935, 
p. 86, 1/3 col. ‘Helpful book combines a great deal 
of psychrometric information, presenting it in a man- 
ner which makes it easily available for the solution of 
psychrometric and air conditioning problems. + 


290. Townsley, B. F. Mine - finders: 
the history and romance of Canadian min- 
eral discoveries. Toronto, Canada, Mac- 
donald Galleries. 256 p. $3.00. 

The Canadian mining and metallurgical bulletin, 
Sept., 1935, p. 445, 1/3 col. “As a historical record, 
the book is of undoubted value ... but by mining 
men—and, we prophesy, by the general reader—it will 
be thrice welcomed for the intimate picture it gives 
us of that truly remarkable character, the prospector, 
and also of the man with courage and faith to back 
the prospector and convert his claim into a profitable 
mine.” + 


291. Tschermak, L. Die natiirliche ver- 
breitung der larche in den ostalpen. Vienna, 
J. Springer, 1935. 361 p., 60 illus., 1 map. 
RM 26.50. 

Die naturwissenschaften, Aug. 
1-1/2 col. + 


292. Tucker, J. I. Contracts in engi- 
neering, 3d ed. McGraw, 1935. 341 p., 
tab. $4.00. 


‘enue engineering, Sept., 1935, p. 601, 1/5 
col. 


293. Tuplin, W. A. Torsional vibra- 
tion. Elementary theory and design calcu- 
lations. New York, Wiley. 320 p. $5.00 
net. 

Canadian engineer, Sept. 3, 1935, p. 26, 1 col. 
“Introduces what the author believes to be a new 
conception, associated with the term ‘torque function’ 
and from this are derived certain methods of calcula- 
tion which have distinct advantages over the conven- 
tional ones. The present reviewer has been greatly 
interested in the freedom with which the author han- 
dles his subject, and with his quite evident familiarity 
with analogous problems in another and at first glance 
entirely foreign field of electrical engineering. His 
chapter on harmonic analysis is especially interesting 
in this respect.” W. F. Sutherland. + 


330 p., line 


579, 


16, 1935, p. 
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